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LONDON : HAUGHTON & COMPANY, ro, PATERNOSTER ROW, C. 


JOHNSON & PHILLIPS, 


TELEGRAPH ENGINEERS, ELECTRICIANS, & CONTRACTORS. 


OFFICE: 16, UNION COURT, OLD BROAD STREE?, LONDON, E.C, 
WORKS: VICTORIA ROAD, CHARLTON, LONDON, S.E. 


Manufacturers of all Telegraph Appliances, Materials, and Machinery for Making g and 
Submarine Cables, and Contractors for Underground & Aerial Telegraphs. 
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MAKERS or SPECIAL UNDERGROUND ToRPEDO AND CABLES, WITH SINGLE OR Mut Cores. 
Insulated Copper Wires, Strand and Ropes, taped or braided, for Electric Lighting purposes, also Carbon Rods. 
| ESTIMATES GIVEN FOR COMPLETE SYSTEMS OF ELECTRIC LIGHTING, 
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GEOLOGY. —In the Preface to the Student’s 

ELEMENTS of GEOLOGY, by Sir Charles Lyell, price 9s., 
hesays:—“‘ As it is impossible to enable the reader to recognise 
focks and minerals at sight by aid of verbal descriptions or figures, 
he will do well to obtain a well-arranged ere of specimens, 
such as may be procured from Mr. THIN ANT (149, sn 
Teacher of Mineralogy at King's College London. hese 


mm are supplied on the following terms, in plain Mahogany | 


100 > Spocimens, ! in Cabinet, with 3 Trays .. .. £2 2 o 
200 Specimens, in Cabinet, 1 1 0 
300 Specimens, in Cabinet, with 9 Drawers .. 10 10 0 
..} \4e0Specimens, in Cabinet, With 13 Drawers .. 21 © © 


More extensive Collections at 50 to 5,000 Guineas each. 


ÉHARBOROW 


ELECTRIC TELEGRAPH ENGINEERS, __ 
CONTRACTORS AND MANUFACTURERS, 


4, Circus Street, Marylebone, W. 


Makers Makers of Block Instruments, Single and Double Needle Instru- 

ls for same. with Induced Needles. “-Lines constructed 
maintained. Batteries of every description. Electric Bells, 
Indicators, Thief and Fire Alarms for private houses, banks hotels, 
wareho , &c. prightning Conductors. All kinds of Electrical 
Mining Apparatus. H. and Co. draw attention to their Bells, & 
especially adapted for mines. Models made. Experiments À me 
+ Circus Street, Marylebone, London, W. 


vik TELEGRAPHS AND ELECTRIC 


INTERLOCKING SIGNALS. 


TYER & COMPANY 


Respectfully invite the attention of Railway Directors, Managers, 
and Engineers to their important improvements in “ Block” 
e to their new system (Patent 1 4, in 
essrs. SAXBY & inspected and in 

Captain TYLER, on behalf of of Trade. t 
this appliance, a signalman receives a Rey indication 
of a line ed from the si an in advance, cannot possibly 
gra a Contrary signal upon the outside semaphore to the engine- 


“Such i a the latest development of railway signalling, which is 
Worthy of careful attention, constitutin » as it does, à marked 
advance upon the ordinary block system.”—The Times. 

Office and Works—4, OLp Street, GoswELL Roap, Lonpon. 


MACHINERY for covering Telegraph Wire with 
Silk, Cotton, Flax, Inder Gutta-Percha, &c. 
Wire Stranding Machines mplete sets of Machinery for the 
an of Telegraph Cables. 


THOS. BARRACLOUGH, 97, BRIDGE STREET, DONNEES. 


TELEGRAPH CONTRACTORS (Home or 
w Foreign) can be supplied with every cree à of Cabinet 
fi at WM. M. FOXCROFT’S TELEGRAPH CASE MANU- 
ACTORY, 54, Compton STREET, CLERKENWELL, E.C. Single 
os oy Needle Instrument Cases, Disc Cases, Morse Boards, 
ad Bell Cases always in Stock. Teak Cases for Station Clocks 
pier. Microphone Boards of any pattern. Tenders given. 
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THE 
TEXT-BOOK OF ELECTRICITY. 


By HENRY M.NOAD, Px.D.,,F. 2 Author of 
‘ A Manual of Electricity, 


NEW EDITION CAREPULET 
WITH AN INTRODUCTION AND ADDITIONAL CHAPTERS 


| By W. H. PREECE, M.LC.E., Vice-President of the eT 


of Telegraph Engineers, &c. 


Extract from Introduction by W. H. Preece, Esq.: 
ginal plan of this book has been carefully adhered to so 
o ads it à reflex of the ws state of Electrical Science 


: AA. for Students. . . . . Discovery seems to have progressed 
with marvellous es ; nevertheless, it has now apparently ceased 
and practical a tions. have commenced their career ; and it is to. 


givea à faithful account of these that this de Edition of Dr. Noad’s 


Croseÿ LoëkwooD & co: Stationers’ Hall Court, 


240 pp. Ps a 4 Illustrations, demy 8vo., cloth, 98. 


THE ELECTRIC LIGHT 


IN ITS PRACTICAL APPLICATION. 
By PAGET HIGGS, LL.D., D.Sc., Asso. M. Inst. C.E, 


CONTENTS: - | 
INTRODUCTORY— or Burners employing the Voltaic Are— 

Electric ‘‘ Candles” and dle À Incandescence 
—Magneto Dynamo-Electric Mechenical Efficiency 
of Electric achines—Simple ny, considerations 
concerni ectric ulators er 
Aspect of Electric Lighting—Division of + lectric Light—Mari- 
time and Military A ications —Various Applications of the Electric 
Light—Electric Car 


London: E. & F. N. SPON, 46, Charing Cross. 


‘FOR SALE. 


AN ExceLLENT Parr oF ABC TELEGRAPH 
INSTRUMENTS (Bréguet), fact, 
ME to new ; cost £10 Tos. ce £6. 


A B. EC 


| “TELEGRAPH INSTRUMENT ‘CASES. 


GEORGE BEECH, 
, SANDRINGHAM RD, HIGH ST, 


Continues to supply Railway and Telegraph SFR with 
every description of Telegra graph Instrument Cases, Single 
Needle, Block, Bell, Switch, The material and work- 
manship of first quality and guaranteed. 


Terms moderate for Cash. 
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“EMPRESS” WATER MOTOR 


Price List and Power of the ‘‘ Empress ” Motors at Various 


Pressures, April, 1879. 


Pa . Pa | bo 
Corisumption| Consumption | 2 
St |. of Water per| of Waterper |! of > >| Revolutions | Pri 
Z,| Size of Jet. | Hour | Hour Driving r 
Wheel. 8 8 8 a. Minute. with Jet, 
Se | SE | SE | Galls Galls. 
2| 3-32 in. 11 in. For Sewing andother| . 4° to 70 23 in. gut. | Zin. | r in. | 1000 to 3000| £3 3s. 


| 4-32 in. | x4in. Light Machinery. 40 tlo 70 33 in. gut. | in.| rin. | 900 to 2500 | £4 10s, 
“4-16 in. Win. |ito | r50to 200/ 250 to 350| Sin. 2hin. |réin.|2hin.| 800 to 2000 | £8 os, 


: din. “goin. |1rto2|2to3/3to4 300 500 gin. 2jin. | 2 in. | 34in.| 400 to 1200 | £25 os, 
2 of in. | 2 of 30 in. |2to3|3to4/4tos 400 700 gin. 2$in. |2hin.| 5in. | 350 to 1000 | £35 os, 
2of}in. | 600 1000 gin. 2fin. |24in. :6in.l 300to goo | £45 os. 
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5| 3-16in. 23in. |àtor|1tork|ràto2| 150 to 200 | 250 to 350 | 7in. 28in. |rhin.|24in.| 600 to 1500 | £15 os. 
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MANUFACTURED ONLY BY 
B.S. TAYLOR & CO. 


WORKS—111 & 113; BLANDFORD STREET, 
OFFICES—9 & 10, SHEFFIELD BUILDINGS, 89, VICTORIA STREET, 


ae METROPOLITAN BUILDINGS, QUEEN VICTORIA STREET, LONDON. 


| LIVERPOOL. | 


MAC: 


A. COMBE Co., : 


31 & 32, KIRBY STREET, HATTON GARDEN, yp RCA 


MANUFACTURERS OF SCRAWS 


OF ALL KINDS, AND SMALL WARES FOR 


Electrical, Telegraphic, Optical, Scientific, Philosophical, Surgical, and Musical Instruments 


ae G, &c., &c. TURNERY IN ALL METALS. 
First-class work praraniee. Estimates on application. 


THE AMERICAN NICKEL COMPANY, 


41, VICTORIA STREET, LONDON, E.C. 


‘NICKEL PLATING SOLUTIONS. 


PURE NICKEL ANODES. 
Finest American Polishing Lathes, 
Material, and Chemicals. 


STEAM ENGINES AND COMPLETE OUTFITS. 


The DYNAMO-ELECTRIC MACHINE, f 
depositing Nickel, Silver, Gold, Copper, &c- 


Pure deposits of Nickel guaranteed, and the most practical 
instructions to purchasers of outfit. 
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Is the leading Title of Eight totally distinct Papers, circulating as follows :— 
DITION. No. of Issues A À 
A, throughout the Indies, Central America, Mexico, Chili, Peru, &c. ace eee 
B. pr South Africa, St. Helena, Ascension, &c. ... + 52 
GC, “ North America, i.e. the United States, Canadian Dominion, British America, 
Cuba, &c. ded HA ove 12 
D, the Brazils and River Plate, Azores, &c. 
E. al the East, i.e. India, Burmah, Egypt. China, japan, Ceylon, Penang, Singapore, 
. Siam, Sumatra, Java, Borneo, Philippine Islands, Mauritius, &c. _... bes 12. 
FE, Great Britain and the Continent dvs 12 
K, the West Coast of Africa, Madeira, &c. 12 


| Total 101 
Each Edition of THE EUROPEAN MAIL contains every item of intelligence from Mail to Mail, specially affecting the 
country or colony for which it is published, with an exhaustive resume of Home and Continental Politics, Science, Art, and 
Social News, together with a retrospect of Commercial transactions in Great Britain and on the Continent, thereby rendering 
it at once the highest commercial authority, the most complete Newspaper despatched from England, and the best medium 
for the insertion of Advertisements of all desiring to cultivate trade in all Foreign and Colonial Markets. 

Advertisements inserted in the Series come under the notice of the reading public of the whole civilised world. 


Specimen Copy of any Edition, with particulars of Subscription of Tariff for Advertisements, forwarded on application 
to THE PUBLISHER. 


THE EUROPEAN MAIL, Colonial Buildings, Cannon St., London, E.C. 


NEWALL'S PATENT LIGHTNING CONDUCTORS. 


Experience, accumulated since the time of Benjamin Franklin, proves conclusively that a Conductor made 
of Copper, of adequate size, is the best of all appliances for the protection of every description of Building from the 
> destructive effects of Lightning. 


NEWALL & CO.'S PATENT COPPER-ROPE LIGHTNING CONDUCTOR, 
As applied to all kinds of Buildings and Shipping in all parts of the world with unvarying success, is the 
most reliable, most effective, and cheapest conductor offered to the public. RCA | 

It is simple in its application, no insulator#tbeing required’; and it €ôsts only ONE SHILLING per foot for the standard 
size, which is safe in any storm. . ; 


SOLE PATENTEES OF UNTWISTED WIRE ROPE. 

; Manufacturers of Iron and Steel Ropes for Colliery and Railway Purposes. Rigging 
‘Ropes, Guide Ropes, &c. 

GILT AND SILVER CORD FOR HANGING PICTURES. IRON, STEEL, AND COPPER CORD FOR CLOCK AND SASH LINES, &c. 


R. S. NEWALL & Co., LONDON, 130, STRAND, W.C. 
LIVERPOOL, 36, Waterloo Road; GLASGOW, 68, Anderston Quay; MANUFACTORY, 
| | Gateshead-on-Tyne. | 
| 


THE SILENT GAS ENGINE. 


&æ Power being imparted at each revolution in exact proportion to the work to be done, 
this Engine runs with a regular speed, which makes it the best for the Electric Light. 


REPORT FROM THE PYRAMID ELECTRIC COMPANY. 


ace LONDON, April 12/h, 1870. 
The small (34 h.-p.) Gas Engine supplied by you for conducting the Experiments with the Electric Bight before the 
Docks’ Committee at Bathurst Basin, Bristol (for illuminating the harbour, transit sheds, and wharfs), worked a large (A size) 
Gramme Dynamo Machine, and also a small M Gramme ditto, very steadily, producing a good STEADY 
LIGHT; but I am not ina position to say how much gas this engine consumed, because we had not time to fix a meter 
t measure it. Yours faithfully, W. BLANCH BRAIN. 


PATENTEES AND SOLE MANUFACTURERS: 


LOUIS SIMON AND SON, NOTTINGHAM. 
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THE TELEPHONE COMPANY 


36, Coleman Street, London, E.C. 
SOLE PROPRIETORS OF BELL'S AND OTHER PATENTS. 


TESTIMONIALS. | 


a it 145 to 149, ToTTENHAM Court Roap, Lonpon, W., 14th May, 1879. 

To the TELEPHONE Company, LIMITED, 36, Coleman Street, E.C. , 

DEAR Sirs,—You will be pleased to hear that the forty Telephones Le supplied answer admirably, and are of great convenience com- 
municating as they doin some cases with our workshops a mile away. The simplicity and ease with which they work, being able to be used 
by any one, and the great advantage over the Telegraph system in rapid communication and recognition of the voice, must create a great 
demand for Telephones everywhere. —We remain, dear Sirs, yours faithfully, (Signed) . J. MAPLE & Co. 


Miptanp RAILWAY TELEGRAPH DEPARTMENT, Superintendent's pre, Dersy, 28/4 April, 1879. 

DEAR Sirs,— In reply to your inquiry of the 2sth inst., I have the pleasure to inform you that the Telephones which have been e 

on the Midland Railway are working very satisfactorily.— Yours faithfully. (Signed) W. LANGDON, 
THE TELEPHONE ComPANY, 36, Coleman Street, London, E.C. | 


AGENTS WANTED. A LIBERAL DISCOUNT ALLOWED TO THE TRADE. 


Proceedings will be taken against all persons selling or using any Telephones or otherwise infringing the Company's Patent. 
Applications for Price Lists or further information to be made to the Manager. | 


TELEGRAPH ENGINEER AND CONTRACTOR. 


MANUFACTURER OF SUBMARINE CABLES, 


Wire and all Telegraphic Stores, also Galvanised and Corrugated [ron Sheets, 


8, Draper’s Gardens, Throgmorton Street, London. 
WORES—NORTE WOOLWICET. 


M. THEILER & SONS, 


TELEGRAPH INSTRUMENT MANUFACTURERS, 
86, CANONBURY ROAD, LONDON, N. 


MANUFACTORY—ALWYNE LANE, N. 


Specialties :—Patent Polarized Relays for Cable and Land-line Working. 
Submarine Recorders and Keys. Improved Morses, Type, and ABC 
Instruments. Electro-Motors, Rheostats, 


THEILER’S NEW SOUNDER, Now Ready. 


INVENTIONS CARRIED Our. ESTIMATES FREE. 


PETER BROTHERHOOD, 


ENGINEER, 


56 & 53, COMPTON STREET, GOSWELL ROAD, EC. 


SILVER MEDAL, PARIS EXHIBITION, - 


PATENT 3-CYLINDER ENGINES 


AS USED BY 


Siemens, Gramme, and Wilde, 


FOR DRIVING 
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THE TELEGRAPHIC JOURNAL AND 
ELECTRICAL REVIEW. 
Vor. VIL—No, 152. 


THE INTERNATIONAL TELEGRAPH 
CONFERENCE, | 

On Tuesday, the 1oth inst., will assemble, under 
the auspices of the Postmaster-General, the first 
international telegraph conference held in England. 

The adherence by Government to the inter- 
national treaty or convention in force at the time it 
purchased the inland lines of the United Kingdom, 
carried with it, among other things, the obligation 
of providing for such conferences as the present 
whenever London should be selected as the place 
of meeting ; and the fact that London has been so 
selected, on almost the first occasion which has 
arisen since, will, no doubt, be felt as a compliment 
to the country. 


_ The last international telegraph conference was 


held in 1875, at St. Petersburg, and was attended 
by delegates from the telegraph administrations 
of the governments of Germany, Austria, and Hun- 
gary, France, Great Britain, India, Italy, Russia, 
Turkey, Spain, Belgium, Holland, Dutch East 
Indies, Roumania, Sweden, Denmark, Egypt, Nor- 
way, Switzerland, Greece, Portugal, Servia, Luxem- 
burg, and Persia ; each administration being entitled 
to one vote, although represented in several cases 
by more than one delegate. The delegates were, 
with few exceptions, the heads of the administra- 
tions of the contracting governments ; and, in ad- 
dition to the delegates, the St. Petersburg con- 
ference was well attended, as had been the previous 
conference at Rome, by representatives from the 
chief English telegraph companies, who were invited 
to a place at the table, to make known their views 
upon all but without the power 
of voting. 

The procedure to be adopted i is ssl settled by 
each conference at its first or second sitting, but 
that followed at St. Petersburg will presumably serve 
generally as the model for the constitution of the 
London conference. There will, however, probably 
be more delegates than on previous occasions, as ad- 
ditional governments have signified their intention 
to take part in it, amongst which may be mentioned 
some of our own colonial governments, the Brazils, 
and perhaps Japan. The representatives from the 
companies are also likely to be more numerous than 
at St. Petersburg or Rome. 

The gathering will, therefore, be an important 


one, and will have for task the revision of the inter- 


national regulations and tariffs of nearly all the 
telegraph lines of the world, the only exception of 
consequence being the lines of America which are 
in the hands of private companies ; but even these 
will be affected by the modifications which may 
be made, as in practice the American companies 
find themselves obliged to treat all messages ex- 
changed with Europe in ue accordance with 
international usage. 

A copy of the St, Petersburg convention à which 
the delegates have to revise is now before us. Its 
French text and English translation in parallel 
columns, occupy about 80 closely printed; pages of 
foolscap folio, and the document is divided into 
three sections. The first section is in the form of a 
treaty, and deals chiefly with the political side or 
general principles of international telegraphy. Thus 
it recognises the right of all persons to make use of 
the lines, reserves on the part of each government 
the power of interrupting the service on its own 
territory, or stopping messages dangerous to public 
security or contrary to law, defines the order of 
precedence among the principal categories of mes- 
sages, declares the limits of governmental liability 
specifies the bases for the formation and modifica- 
tion of tariffs, &c. | 

The second section is the Pièce de resistance, con- 
taining all the working regulations necessary to give 
effect to the articles of the treaty and many more 
besides. The extent of the details embraced by it 
may be gathered from the fact that it deals with the 
size or carrying capacity of the principal wires, the 
kinds of instruments employed, the component parts 
of all the letters, figures, and signs used in signal- 
ling, the subdivision of messages, from:the three 
treaty categories of government, service, and 
private, into classes of plain, secret, multiple, urgent, 
repeated, insured, press and telegraph cards, with 
the appropriate treatment and charge for each ; the 
subsidiary arrangements for replies, official acknow- 
ledgments of receipt, the interchange of messages 
with ships at sea by semaphores, their re-despatch 
from delivery offices, to follow the addressees to 


‘different places or countries, corrections by tele- 


graph, &c. It regulates, also, the hours of duty at 
the different offices, the power of diverting messages 
from given routes, the conditions of stopping those 
contrary to law, the measures to be taken on the 
occurrence of interruptions, the selection of an in- 
ternational monetary unit for the preparation of 
tariffs and accounts, the amount which may be col- 
lected from the public of each country as the equi- 
valent of this unit, the adjustment of traffic accounts, 
the payment: of balances, the re-imbursement of 
charges, the duties of the international office, &c. 
The third section contains the international 


| 

| 
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tariffs,'arranged under the twenty-word standard for 
Europe, and the single-word standard for extra 
Europe. They are composed chiefly of one or two 
mean terminal rates and one or two mean transit 
rates foreach country. They include also the charges 
of concessionary companies where necessary. 

From the foregoing outline of the three sections, 
it will be recognised that the task of revising an 
international telegraph convention is by no means 
a light one, especially as each administration of the 
contracting Governments has the right to put 
forward as many proposals as it pleases for altering 
any of the working regulations or tariffs. The 
first alterations for consideration at the London 
conference were compiled and printed, and circu- 
lated by the international office at Berne early last 
year, it being then thought that the conference 
would be held in 1878. It was postponed till now 
in consequence of the unsettled state of Europe, 
and a book of supplementary proposals has lately 
been issued. The aggregate proposals fill several 
hundred large quarto pages and would occupy 
several days to read and perhaps several weeks to 
thoroughly study. 

An international telegraph conference is however 
a very fair place to illustrate the doctrine of the 
survival of the fittest. Owing to the number of 
parties interested, a multitude of proposals must of 
necessity come before it for consideration; but 
from the criticism and wide experience brought to 
bear upon them, those which pass the ordeal, and 
finally emerge in the form of new regulations or 
rates, are generally very few. It is therefore 
probably safe to predict that the present convention 
of St. Petersburg which has worked well for 
upwards of three years will not be materially 
altered in revision, except, perhaps, in the two 
important matters of European tariffs and the 
alteration of the message standard. We under- 
stand that the German administration has strong 
proposals on both these points, and it is possible 
that the London conference may be remembered 
as having swept away the old twenty-word system of 
charging in Europe and substituted a cheap single 
word rate in its place. 

‘Each conference has hitherto specially associated 
itself with some useful step in advance, or with 
the more prominent of the measures passed by 
it. Thus the first Paris conference of 1854 is 
remembered by its original well devised rules, 
which, so far as they go, have served as the basis 
of all subsequent rules. The second Paris con- 
ference of 1865 is remembered by its abolition of 
the plan of charging by mileage and its introduc- 
tion of mean rates for each country. The Vienna 
conference of 1868, by its great reductions in 


tariffs, its creation of a ten-word message standard 
for extra Europe, and the establishment of an 
international office. The Rome conference of 
1872, by its addition of a word standard to the ten- 
word minimum for extra Europe, its recognition of 
various other exceptions beyond European limits, . 
and -its provision for the leasing of lines to the 
press, the St. Petersburg conference of 1875, by its 
introduction of a word standard pure and simple 
for extra Europe, a mean tariff between Europe 
on one side and India on the other, and its creation 
of the telegraph card at reduced rates. Should 
the London conference now succeed in so far 
reconciling the numerous interests concerned as to 
give us a cheap word rate throughout Europe in 
place of the present twenty-word standard, its title to 
honourable recollection will not be inferior to that 
of any of its predecessors. 

It is usual for a Minister of State to open each 
conference by a speech to the delegates, in which 
he welcomes them, wishes them success in their 


labours, and finally places them under the presidence 


of the head of the telegraphs of the country. 
Thus at Vienna, Rome, and St. Petersburg, the 
delegates were received respectively by Count 
Beust, Visconti Venosta, and General Timatieff; 
and then introduced to M. Brunner de Wattenwyl, 
Signor D'Amico, and General de Luders, the heads 
of the several telegraph departments, as their 
chairmen for the work in hand. 

We heard with some regret, a short time ago, a 
rumour that this precedent, so long established that 
it has grown into a rule which the delegates would 
naturally expect to see observed on the present 
occasion, would possibly be departed from, by the 
retention and appointment on the part of the Post 
Office of a foreign official, not a delegate, to act as 
chairman. There can be little douvt that, following 
the spirit of their previous practice, the delegates, 
being in England, would prefer to be placed under 
an Englishman. We trust, therefore, that if the 
rumour had any foundation in fact, the intention 
has been abandoned. To send abroad for a 
chairman for meetings to be held in England 
would certainly seem to border somewhat on the 
absurd. It would, perhaps, be invidious to mention 
names, but in the Post Office itself, and in the 
large telegraph departments of the Indian Govern- 
ment, it is perfectly well known that there are able 
officers of high position, and in one instance, at 
least, of considerable actual experience in inter- 
national conferences, whose eminent qualifications 
for the post of honour are undeniable. 

Except for this rumour, all the arrangements 
appear to be well considered, and we learn with 
satisfaction that the Post Office, the Indo-European 
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Government Telegraph Department, the English 
Telegraph Companies, and the Society of Telegraph 
Engineers are arranging to do all they can to 
welcome the delegates who have come to us 
literally from all parts of the world, and to make 
their stay amongst us as agreeable as possible. 


Lieut.-Col. Bateman-Champain, R.E., will be a 
delegate for the Indian Government at the Inter- 
national Conference. 


Major Webber, R.E., goes to the Cape on the 
Staff of Sir Garnet Wolseley. 


MUIRHEAD'S DUPLEX SYSTEM. 


By A. MUIRHEAD. 


(Continued from page 162.) 


Tue artificial line or “inductive resistance” may 
also be formed on a plan patented by Mr. Herbert A. 
Taylor, and the writer in 1875, whereby the con- 
ducting strip of tinfoil in the apparatus described 
is replaced by a conducting leaf of plumbago paper, 
that is a paper made by mixing about 50 per cent. 
of powdered plumbago with the paper pulp, in the 
same way as Other powders are sometimes intro- 
duced for the purpose of giving substance to paper. 
The order of plates in the make-up of these plum- 
bago inductive resistances, then becomes (1), plum- 
bago paper for the conducting part of the circuit ; (2), 
paraffined paper for the insulator ; and (3), tinfoil 
for the earth or inducing plates. The plumbago 
plates are connected in series, and the earth plates 
to earth, in the same way as is shewn in fig. 2. 
Practically, however, the contacts between these 
plumbago resistatices are somewhat! difficult to 
make, and the tinfoil conducting strip has been 
preferred. 

Inductive resistances, made by first saturating 
silk or cotton-covered copper or other wires in 
melted paraffin, and then winding spirally with an 
external coating of gilded copper strip, such as is 
used in working gold lace for uniforms, has also 
been patented by Mr. John Muirhead, and the writer 
in 1875. This material is chiefly intended for use 
as an artificial line for duplex working on land 
lines; and it has been successfully applied to the 
duplexing of the London to Emden (Germany) 
line, consisting of a short cable and about 250 miles 
of land line. The cable part is represented in the 
artificial line by sections of Muirhead’s artificial 
cable, and the land line portions by bobbins of this 
fine metal-coated wire. The differential method is 
here employed, the Morse receiver being operated 
through the medium of a highly sensitive relay. 

In establishing the duplex balance it is found 
necessary to resort to certain adjusting devices in 
order to approximate the first part of the artificial 
line to the varying conditions of the first few knots 
of the cable. Of course, theoretically, an artificial 
cable made on the principle involved in the re- 
sistances is alone sufficient to establish the duplex 
balance in conjunction with the Wheatstone bridge or 
differential arrangement of apparatus ; but this im- 
Plies the condition that the artificial cable is exactly 
€quivalent to the actual one, in every respect, a 


condition which is obviously unattainable in practice, 
seeing that most cables are laid in varying depths of 
water at various temperatures. Nevertheless, it 
always remains true that the nearer the artificial 
approximates, electrically speaking, throughout 


. its entire length to the real cable, the less 


need there is for auxiliary adjustments. The 
writer has found, from many experiments, that 
some of these adjustments have considerable power, 
and are able to correct for a slight difference of 
type between the artificial line and the real one, as 
well as to allow of the former being curtailed by a 
certain number of knots, thus reducing the cost of 
the apparatus. Particular adjustments are also 
found to have particular corrective influences on the 
balance, and a mutual sympathy, so that the altera- 
tion of one affects another in a particular fashion. 
To enable the reader to understand the nature of 
these adjustments, I have sketched some of the 
most important of these in fig. 3, which represents 
the arrangement of apparatus for duplex working 
after the Wheatstone Bridge method (see fig. 1), 
the method which we have applied to all the cables 
we have duplexed. 

In the diagram 7,, 7,, ”3, ”,, and r,, Fig 3 are ad- 
justible resistances ; s is the receiving condenser, 
es, from 20 to 60 microfarads according to the 
ength of the cable; s, is an adjustable condenser 
applied to the end of the receiving circuit to which 
the ta is attached. The other apparatus explains 
itself. | 

In order to render this paper as complete and 
instructive as possible, I will now give an example 
or two of the actual working balances established 
on cables by Muirhead’s system ; beginning with the 
Marseilles to Malta cable which, besides being the 


_ firstlong cable, is the simplest example of the balance 


yet obtained. At Marseilles the balance for this 
cable‘{which is 826 knots long, and crosses the 
Mediterranean to Bona before proceeding to Malta) 
consists simply of the Wheatstone balance, and 
Muirhead's artificial cable, having some of the final 
inductive plates dispensed with, and the conductor 
of the artificial line to earth through a resistance 
of 7000 units. 

- The Aden to Bombay cable of 1817 knots, is 
balanced at Aden by making s, —1°23 mf.; 7 =—0; 
fa = 0}; #3; = 210,000, at a point 250 miles down 
the artificial line ; >, — infinity ; and 7, = infinity. 
The proportion of artificial to the actual line is 
about three to four; and the resistances in the sides 
of the bridge are 2000 and 2030 respectively. The 
total resistance of this line is 11,827 ohms, and the 
capacity is 656 microfarads. These two cables are 
worked by the Siphon Recorder, which, although 
an extremely sensitive instrument is really more 
easy to effect a duplex balance with than the 
mirror galvanometer. As is well known, the 
rapid succession of signal currents in a cable gives 
rise to a long slow undulation or wave of electricity 
in a cable, on which the individual signals ride as a 
series of ripples. The recorder coil is not nearly so 
sensitive to this slow wave as the mirror or the 
galvanometer, and the recorder zero is shifted less 
markedly than that of the mirror. In mirror 
reading the movement of the zero is very apt to 
confound itself with the signals themselves, because 
the light spot moves always in one straight line up 
and down the scale, whereas in recording, the 
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displacement of the zero is transverse to the 
direction of the signals along the paper “slip.” 
And further, on the mirror the signals are fleeting 
and present themselves to the eye for a moment 
onlyp’whereas by the recorder the signals are 

rmfanenitly writte and can be deciphered at 
Forthese reasons the duplex balance with 


sûre. , 
“galvanometer requires : to be more. 


rféct and ‘requires ‘a larger amount of-artificial 
‘ne'than in the case Of the recordet; ‘ 


The = cable yet duplexed by our system, is 


the Direct United States Atlantic cable from Ballins- 
kelligs Bay in Ireland, to Torbay in Nova: Scotia, a 
length of about 2,423 knots, and on this cable, the 


mirror galvanometer is the receiving instrument ¢m- 


ployed. It is the first Atlantic cable to which the 
duplex system of working was applied. The total re- 
sistance of this cable is 7,315 Siemens units, and the 
total capacity 987°6 microfarads. At Ballinskelligs, 
the balance is effected by making 7, = 22,7, = 
1,400 S.U., 7, == 10,000, 7, — 1,600, S.U., 7, = in- 
finity, s, — 0°06 mf,,$ = 60 mf,, the cable branch 
of the Wheatstone balance being — 2,000 ohms, and 
the artificial line side = 2,036 ohms. 

At Torbay, the balance is got by making r, — ,o 
7%, = 8.50., 73 = 5,000 at 1,600 knots down the line, 
7, = infinity, 7, — 90,000, s, — 4°37 mf., s — 60 
mf.; the cable branch of the Wheatstone balance 
being 2,000, while the artificial line side is 2,010. 

With these adjustments, the proportion of capa- 
city in the artificial line, to that of the actual cable, 
is as 4 to 5. The speed of signalling obtained on 
the Direct United States cable when working duplex, 
is 100 letters per minute each way, making a total 
of 45 letter words per minute:.’Experience, indeed, 
proves that the duplex system of working sub- 
marine cables practically doubles their re 
capacity ; since the time formerly lost in switching 
over from “send” to “receive,” and back again 
from “receive” to “send,” is’all saved, On the 
other hand, duplex reading on the mirror is very 
fatiguing work to the clerk, for his eyes. require 
to follow the spot incessantly, whereas, in “ simplex” 
working, he can get a relief from reading in the 
act of sending a message. 

The following woodcuts are fac-similes of the 
signals received at Aden and Bombay respectively 
on the duplex system, through the new Aden- 
Bombay cable, at the’ rate of eighteen words per 
ns the ordinarÿ speed of working of that 
cable. | 


Muirhead’s duplex-system was, as I have* before 


mentioned, first experimentally tried on the Mar- 


seilles-Bona cable, in July, 1875. In February, 


1876, it was adapted to the Marseilles-Malta cable ; © 


in April, of the same year it was applied to the’Suez- 
Aden, or Red Sea cable, and in January of the 
following year to the Aden-Bombay cable. All 
these cables belong to the Eastern Telegraph Com- 
pany, and it is the duty as well as the pleasure of the 


‘ Writer to state here that the early success attending 


€ application of duplex to cables is largely attri- 
butable to the encouragement so freely given by 

€ managing director of the Company, Sir James 

nderson, who, as a reward, has secured to his 

ompany the benefit of having their cables worked 
on the duplex method several years before any 
other company. 


THE INDUCTION BALANCE AND 
SONOMETER. 


By Pror. D. E. HUGHES.* 


IMMEDIATELY upon the announcement of Arago’s 
discovery of the influence of rotating plates of 
metal upon a magnetic needle (1824), and Faraday’s 
important discovery of voltaic and magneto-induc- 
tion (1831), it became evident that the induced 
currents, circulating in a metallic mass, might be so 
acted upon either by voltaic or induced currents as 
to bring some new light to bear on the molecular 
construction of metallic bodies. 

The question was particularly studied by Babbage, 
Sir John Herschel, and by M. Dové + who con- 
structed an induction balance, wherein two separate 
induction coils, each having its primary and second- 
ary coils, were joined together in such a manner that 
the induced current in one coil was made to 
neutralise the induced current in the opposite coil, 
thus forming an induction balance, to which he 

ve the name of differential inductor. In those 

ys physicists did not possess the exquisitely 


sensitive galvanometers and other means of research 


that we possess to-day, but sufficiently important 
results were obtained to prove that a vast field of 


_ research would. be opened if a perfect induction 
balance could be found, together with a means of 


correctly estimating the results obtained. In 
experimenting with the microphone I had ample 
occasion to appreciate the exquisite sensitiveness 
of the telephone to minute induced currents. This 


led me to study the question of induction by aid of 


the telephone and microphone. The results of 
those researches have been already published.f | 
Continuing this line of inquiry, I thought I 
might again attempt to investigate the molecular 
construction of metals and alloys, and with this 
object I have obtained, after numerous comparative 
failures, a perfect induction balance, which is not 
only exquisitely sensitive and exact, but allows us 
to obtain direct comparative measures of the force 
or disturbances produced by the introduction of 
7 metal or conductor. 
he instrument which I have the honour to 
present to the Royal Society this evening, consists, 
Ist, of new induction currents balance ; 2nd, micro- 
phone, with a clock as a source of sound; 3rd, 


electric sonometer, or absolute sound measurer, a 


late invention of my own; 4th, a receiving tele- 
phone and three elements of .Daniells’ battery. 
-{[Fig. + represents the induction balance and 


sonometer with its pm apparatus as shown at 


the society, s* being the b ;'S* the sonometer ; 
M the microphone, and clockc’;:B,'the battery ; G, a 
galvanoscope ; and T, the telephone, and ¢, are 
terminals. Figs. 2 and 3 give the same arrange- 
ment in à | ir 

In order to have a perfect induction currents 
balance suitable for physical research, all its coils as 
well as the size and amount of wire, should be 
equal. The primary, € , c,, and secondary coils, 


«x “ 


* Paper read before the Royal Society, May rsth. 
Ê De la Rive, “ Treatise on Electricity,” vol. i, chap. v. London, 
1853. 
‘Comptes Rendus,” December 30, 1878, and January 20, 1879 ; 
Society of Telegraph Engineers, March 15, 1879. 
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¢,, € Should be separate and not superposed. 
The exterior diameter of the coils presented this 
evening is 5} centims., having an interior vacant 
circular space of 34 centims., the depth of this 
flat coil-or spool is 7 millims. 

Upon this box-wood spool are wound .100 metres 
of No 32 silk-covered copper wire. I. use four of 
such coils, formed into two pairs, the secondary 
coil, €, or c,, being fixed permanently, or by means 
of an adjustable slide, at a distance of 5 millims. 
from its primary €, orc, ; on the second similar 

ir there is a fine micrometer. screw, allowing me 
to adjust the balance to the degree of perfection 
required. | | 

These two pairs of coils should be placed at a 
distance not less than 1 metre from each other, so 
that no disturbing cause should exist from their 
proximity. 

The two primary coils are joined in series to the 
battery, the circuit also passing through the mi- 
crophone. 


In place of the telephone I have sometimes used 


a magnetic pendulum, the swing or the arc de- 


scribed indicating and measuring the forces.* I | 


am at present engaged upon a very sensitive 
voltameter which shall indicate and measure the 
force of rapid induced currents. The telephone, 
however, is well adapted as an indicator, but not as 
a measurer of the forces brought into action. For 
this reason I have joined to this instrument an 
instrument to which I have given the name of 
electric sonometer Ss", fig. 1. is consists of three 
coils, ¢,, Cy, ¢3, fig. 3, similar to those already 
described, two of which c,, c,, are placed hori- 
zontally at a fixed distance of 40 centims. apart, 
and the communication with the battery is so 
arranged that there are similar but opposing poles 
in each coil; between these there is a coil, c,, 


which can be moved on a martes | iding scale : 


divided into millimetres ; in a line With these two 
opposing primary coils, the centre coil is the 
secondary one, and connected by means of a circuit 
changing key K, with the telephone T, in place of the 
induction balance. If this secondary coil is near 
either primary coil, we hear loud tones, due to its 
proximity. The same effect takes place if the 
secondary coil is near the opposing coil, except 
that the induced current is now in a contrary 
direction, as a similar pole of the primary acts now 
on the opposite side of the induction coil; the 
consequence is, that as we withdraw it from one 
coil approaching the other, we must pass a line of 
absolute zero, where no current whatever can be 
induced, owing to the absolute equal forces acting 
equally on both sides of the induction coil. This 
point is in the exact centre between the two coils, 


no matter how near or distant they may be. We > 


thus possess a sonometer having an absolute zero 
of sound; each degree that it is moved is ac- 
companied by its relative degree of increase ; and 
this measure may be expressed in the degrees of 
the millimetres passed through, or by the square of 
the distances in accordance with the curve of 
electro-magnetic action. 

If we place in the coils of the induction balance, 

or,, a piece of metal, say copper, bismuth, or iron, 
we at once produce a disturbance of the balance, and 


* ** Telegraphic Journal,” December 15, 1878. 


in 


it will give out sounds more or less intense on the 
telephone according tothe mass, or if of similar 
Sizes, according to the molecular structure of the 
metal. The volume and intensity of sound is in- 
variably the same for a similar metal. If by means 
of the switching key k the telephone is instantly 
transferred to the sonometer, and if its coil be at 
zero, we should hear sounds when the key is up or 
in connection with the induction balance, and no 
sounds or silence when the key is down or in con- 
nection with the sonometer. If the sonometer 
coil was moved through several degrees, or through 
more than the required amount, we should find 
that the sounds increase when the key is depressed ; 
but when the coil is moved to a degree where 
there is absolute equality, if key is up or 
down, then the degree on scale should give the 
true value of the disturbance produced in the in- 
duction balance; and this is so exact that if we 
put, say a silver coin whose value is 115°, no 
other degree will produce equality. Once knowing, 
therefore, the value of any metal or alloy, it is not 
necessary to know in advance what the metal is, 
for if its equality is 115°, it is silver coin; if 52, 
iron; if 40, lead; if 10, bismuth; and as there is a 
very wide limit between each metal, the reading of 
the value of each is very rapid, a few seconds. 
sufficing to give the exact sound value of any 
metal or alloy. | — 

During the course of these experiments with 
this instrument I noticed that my own hearing 
powers varied very much with state of health, 
weather, &c., that different individuals had wide 
differences of hearing, and that nearly in all cases 
one ear was more sensitive than the other; thus 
whilst my degree of hearing was 10°, another 
might be 60° in one ear and 15° in the other.* 
Dy. Richardson, F.R.S., who upon my invitation 
vestigated this subject, became so impressed with 
he value of the instrument as an absolute measure 
of our hearing powers, and its capabilities of throw- 
ing much light upon its relation with health, that 
he has undertaken a series of researches which will 
extend over some time, and which I think from 
some facts already gained will be of great value to 
the medical profession. These experiments are 
now in his very able hands, and he will in due 
time announce the results to the Royal Society. 

If an observer’s hearing is limited to 10°, how 
can we hear results below this line? I should 


have stated that when used to measure the hearing 


power, we determine on a constant standard of 
force. such as one element Daniell, but if we 
increase the number of elements we in the same 
ratio increase the inductive disturbance, and thus 
by a large increase of force bring within our range 
results too feeble to be heard without its aid, the 
sonometer constantly, however, giving the same 
degree for equality as the increased force is also 
used on this instrument. Thus: in our measure- 
ments we can entirely neglect the amount of 
battery, as its comparative results remain a constant. 

As a rule three Daniell elements will be found 
quite sufficient, and even this weak force is so 
exquisitely sensitive that it will find out the 
smallest fraction of difference in weight or structure 


* To this portion of my instrument when used as a measurer of 
our hearing powers, we have given the name of audiometer, 
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of metals. Thus two silver coins such as a shilling, 
both quite new, and both apparently of the same 
weight, will be found to possess a difference of 
weight which the instrument at once indicates. 
© e following experiments will show its exceed- 
ing sensitiveness and its wide field of usefulness 
as an instrument of research. 

I. If we introduce into one pair of the induc- 


tion coils any conducting body, such as silver, 


copper, iron, &c., there are set up in these bodies 
electric currents which react both upon the primary 
and secondary coils, producing extra currents whose 
force will be proportional to the mass, and to its 
specific conducting powers. A milligramme of 
copper on a fine iron wire, finer than the human 
hair, can be loudly heard and appreciated by direct 
measurement, and its exact value ascertained. We 
can thus weigh to an almost infinitesimal degree 
the mass of the metal under examination; for 
instance, if we take two English shilling pieces 
fresh from the Mint, and if they are absolutely 
identical in form, weight, and material, they will be 
completely balanced by placing one each in the two 


FiG. 2. PRIMARY CIRCUIT. 


separate coils, provided that or these experiments 


there is an adjustable resting place in each pair of 


coils, so that each coin may lie exactly in the centre 
of the ‘vacant space between the primary. and 
secondary coils. If, however, these shillings are in 
the slightest degree worn, or have a different 
temperature, we at once perceive this difference, 
and if desired, measure it by the sonometer, or, by 
lifting the supposed heaviest coin at a slight 
distance from the fixed centre line, the amount 


of degrees that the heaviest coin is withdrawn will | 
show its relative mass or weight as compared with 


the lightest. I have thus been able to appreciate 
the difference caused by simply rubbing the shilling 


between the fingers, or the difference of temperature | 


by simply breathing near the coils, and in order 
to reduce this sensibility within reasonable limits, I 
have only used in the following experiments 100 
metres of copper wire to each coil and 3 cells of 
battery. 

II. The comparative disturbing value of discs 


of different metals, all of the same size and form as 
an English shilling, and measured in millimetre 
degrees, by the sonometer, is the following :— 


Silver (chemically pure) 125 | Iron (chemically pure) 45 
Gold - w. 117 | Copper (antimony alloy) 40 
Silver (coin) ase 115 Lead 38 
Aluminium .......... 112 35 
Copper .......+. LOO ETCUTY 30 
À 80 | Sulphur (ironalloy)...... 20 
Bronze ..... 76 | Bismuth 10 
Iron (ordinary) ......... 52 | Spongy gold (pure)...... 3 
German silver ......... ee 50: Carbon (gas) 2 


These numbers do not agree entirely with any 
list of electrical conductivity I have yet met with ; 
the numbers are, however, invariably given by the 
sonometer, and the divergence may be due to some 

eculiarity of structure of the metals when formed 
into discs. Future investigations with this instru- 


. ment will, no doubt, give more correct values than 


I have been able to obtain with my limited means 


of research. 
III. It will be seen from the above, that the 


Fic. 3. SECONDARY CIRCUIT. 


instrument gives very different values for different 
metals or alloys, consequently, we cannot obtain a 
balance by employing two discs of different metals, 
and the instrument is so.sensitive to any variation 
in mass or matter, that it instantly detects the 
difterence by clear loud tones on the telephone. 
If I place two gold sovereigns of equal weight and 
value, one in each coil, there is complete silence, 
indicating identity, or equality between them ;: but 
if one of them is a false sovereign, or even gold of 
a different alloy, the fact is instantly detected by 
the electrical balance being disturbed. The instru* 
ment thus becomes a rapid and perfect coin detector, 
and can assay any alloy, giving instantly its electrical 
value. The exceeding sensitiveness of this electrical 
test I shall demonstrate by experiment. oe 

Again, as regards coins, it resolves an almost 
magical problem. Thus, if a person puts one or 
several coins into one pair of coils, the amount of 
nominal value being unknown to myself, I have only 
to introduce into the opposite coils, different coins 


Fa 
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successively, as I should weights in a scale, and” 
when perfect balance is announced by the silence, — 
the amount in one box will not only be the same = 


nominal value but of the same kind of coin. 

IV. We find by direct ‘experiment with this 
jnstrument, that the preceding results dre due to 
electric currents, induced by the primary coil, and 
that it is by the reaction of these that 


— 


e balance | 


is destroyed, for, if we take an insulated spiral © 
disc or helix of copper wire, with its terminal wires : 


open, there is no disturbance of the balance what- 


ever, notwithstanding that we have introduced a | 


comparatively large amount of copper wire; but 


on closing the circuit, the balance is at once very 


powerfully disturbed. 


If the spiral is a flat one, resembling a disc of | 


metal, and circuit closed, we find that loud tones 


result when the spiral is placed flat, or when its — 


wire is parallel to those on coils ; but if it is held at 
right angles to these wires, no sound whatever 
is heard, and the balance remains perfect. The 
same thing occurs with discs of all non-magnetic 
metals, and a disc of metal placed perpendicular to 
the coils exerts no influence whatever. The con- 
trary result takes place with a spiral of iron wire or 
disc of iron, the induced current circulating in the 


spiral is at its maximum when the spiral lies flat or. 


parallel with the coils, giving no induced current 
whatever when at right angles; but the disturb- 
ances of the induction balance are more than four- 
fold when perpendicular to the wires of the coils 
than when parallel with the same. That this result 
is simply due to the property of magnetic bodies of 


conduction of magnetism, we shall see in some — 


following experiments. 
That the currents in non-magnetic metals travel 


in a circle corresponding to that of the primary 


coil, may be seen with spongy gold. In its first 
extremely divided state it falls below our zero of 
hearing ; on slightly shaking the bottle we have 2° 
as its value; on pressing it its value rapidly in- 


creases with the pressure, until, when formed into a 


solid disc, its value becomes 117°. | 

V. The instrument proves that a very remark- 
able difference exists in bars of iron of the same 
exact form and size, but of different provenance or 
treated in a different manner ; in point of fact, no 
two bars, cut off the same rod, arid treated alike, are 
exactly of the same value, Or induce a complete 


Mr. Stroh, the eminent instrument maker, has | 
kindly furnished me with numerous samples, vary- | 
in degrees of the sonometer from — 


ing in value 
100 to 160. 


Chemically pure iron was found to be the best, 


but still very slightly superior to ordinary iron 
which had been drawn into a wire of the required 
thickness ; the fibrous condition thus developed 
being highly favourable (if softened by heat) for the 


conduction of magnetism. From numerous examples — 


I select a few indicative values :—. 


Softened.’ | ‘Tempered. 
Chemically pure iron «© eta | 


ove. 100: 130 
Wire-drawn iron eee ep: 150), ; | CUT 120 
: Cast steel eee ‘120,7: 100 1,194 
(To be continued.) 


NEW ELECTRIC LAMPS AT THE ALBERT 
| HALL. 
THE most interesting of the novel electric lamps 
displayed at the Albert Hall during the’ recent 
exhibition of Electric Lighting Apparatus was, 
perhaps. the single carbon lamp of Dr. C. Siemens. 
Dr. Siemens appears to have been the first: to see 
that the negative carbon wasted away by reason of 
its incandescent state, and not by the tearing action 
of the current itself. It, therefore, occurred to him 
to substitute a metallic electrode for the negative 
carbon ; and the better to preserve it from disinte- 


gration, he provided that it should be kept cool by 


the circulation of cold water in its interior. A rudi- 
mentary form of this lamp, it may be remembered, 
was shewn by Dr. Tyndall, in his lecture on the 
Electric Light last January, at the Royal Institution. 


_ The pattern exhibited at the Albert Hall was a far 
. more developed form, the negative electrode con- 
. sisting of a copper pipe bent into a peak below the 


upper positive carbon. Cold water was kept flowing 
in this pipe by an hydraulic arrangement, and the 
motion of the carbon, which was of the shape of a 


_ large disc, was regulated by wheel-work. Even this 


ingenious model is, however, only a step to a more 
perfect one, which we hope to describe in detail 


_ when it is completed. 


A lamp in which the two carbons were in the 
form of opposed discs, their motions being regulated 
by a modified Serrin regulator, also deserves men- 
tion. It was exhibited by Messrs. Crompton and 
Fawkes, of Queen Victoria Street. 


THE PyrAMID LAMP. 


This lamp, the invention of Mr. W. Blanch 
Brain, managing partner of the Trafalgar Colliery, 
Forest of Dean, is specially designed for illuminating 
collieries, harbours, and large sheds. For colliery 
purposes an electric lamp requires to be as simple as 
possible, and no shadow should be thrown by any 
part of the apparatus on the illuminated field 
below. In designing his lamp, therefore, Mr. 
Brain sought to produce one which would, when 


— high, shed down a pyramid of unobstructed 
i 


ght; the relationship of the lit surface to the 
square of the ie 28 suggesting the name of the 
lamp. As will be seen from the’ accompany- 
ing illustration there. is. no : basement,.to..the 
lamp, the arc being at the lowest point, where: the 
three carbons meet. The arc is formed. between 

Le vertical carbon and the point. of junction of.the 
wo horizontal carbons. For; this purpose, the 
vertical carbon is ;withdrawn.to a limited distance, 
by the current when it is put. on. , The contact ,be- 


| tween the two horizontal electrodes becomes highly 
incandescent, and both -of these carbons are~ worn 


down to fine pencil points which glow with a white 
heat. A curved metal reflector: is supported over 
the arc to throw the light down. The vertical car- 
bon, which is the positive electrode, is.lifted; up,.so 
as to,establish the arc by means: of the; electro- 


| magnet, seen in the middle of, the lamp. ;. This 


electro-magnet consists of three coils, an upper and 


| two.lower. The lower pair are hinged at the qut- 


sides, and -their- inner poles are made of soft iron 


| pieces hollowed out, so as to. allow the. vertical 


carbon to pass freely between when the current is 


_ | off. In this case the vertical carbon drops down 


1 
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and rests upon the two horizontal ones. When, 
however, the current is put on the lamp, it traverses 
all three coils of the electro-magnet, and the two 
lower or hinged coils being thereby attracted to- 
wards the upper one, they clutch the vertical carbon 
and lift it up with them to the adjusted length of 
the arc. This length is adjusted by. an oblique 
washer and screw, after the manner employed in the 
Wallace-Farmer lamp, see TELEGRAPHIC JOURNAL 
for November Ist, 1878. 


It will be seen from the figure that the carbons 


are pulled together by means of cords ; but it is. 


noteworthy that the weight which actuates them 
is the electro-magnetic adjusting apparatus itself. 
Several advantages are claimed for this lamp: for 
example, the positive carbon is free to move through 
the middle of the lamp when no current is on, and 
hence as long a carbon as is desired may be em- 
ployed ; that shewn in ‘the Albert Hall being one 


metre. If a contact-breaker be introduced into the 
circuit, the lamp can be extinguished and re-lighted 
some hundreds of times per minute without an 

discernible periods of darkness; a feature whic 

engineers engaged in pile-driving in the bed 
of a rapid river will duly appreciate. When the 
length of the arc becomes too great it is reset, as. 
in the Wallace-Farmer: lamp, the re-setting re- 
curring at stated intervals of twelve or fifteen 
minutes, as may be determined by the size of the 


W.M.R.QUICK, 


carbons employed. The economy of the lamp is 
also in its favour, since it can be sold for £6 Ios., 
and there need be little or no waste of carbon, for 
even small points can be consumed by inserting 
them in holders, which take the place of longer rods. 
The invention was patented December 14, 1878, and 
it has been successfully introduced into the Trafalgar 
Works, and on the Bathurst Wharf, Bristol. 


(To be continued.) 


ORME’S ELECTRIC LAMP. 

WITH a view to obviate the use of clockwork in 
electric lamps and to insure a steady movement of 
the carbons, Mr. Orme has constructed the regu- 
lator illustrated by the figures on the following page. 
The negative carbon (which should be twice the 
diameter of the positive) is placed in the upper socket 
and screwed in tightly. The positive carbon is 
laced between the two wheels below, which hold 
it in a line perpendicular with the negative carbon. 


Beneath the stand is an electro-magnet, the 
lowerarm of which is movable and capable of being 
attracted to the upper arm. A connecting rod 
passes from the lower arm of the magnet, up the 
tube, which supports the lower carbon, to a ratchet 
wheel at the side of and on the same axle as the - 
larger wheel, which is thus capable of being revolved 
by the up and down motion of the lower arm of the 
magnet. There is a small spring on the left hand side 
of the ratchet wheel, which prevents this wheel from 
being carried back by the pressure of the rod as it 
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rises, and, yet, by the arrangement of a second small 
spring, allows of a slight backward movement for 
the purpose of forming the electric arc between the 
carbons. | 

The second figure shows the connections beneath 
the stand. 

When the lamp is connected to a battery or other 
source of electricity, the positive current passes 


from the binding screw of the magnet round the 
magnet, up the tube and positive carbon to the 
negative carbon, which should touch the lower one, 


and so back through the upper carbon support and 


terminal at its foot, tothe battery. Immediately the 
circuit is complete, the lower arm of the magnet is 
attracted and held tightly to the upper arm, but in 
its passage it moves the connecting rods,‘ which 


cr back the wheel, and thus separate the car- 
ons to the desired extent of the arc. When 
the positive carbon is burnt away, so that the cir- 
cuit is broken, the lower arm of the magnet falls, 
thus turning the ratchet wheel and bringing the 
carbons again into contact. 

The advantage of this system is that any length 
of carbon may be employed, a hole being made in 


the stand so that the positive carbon may pass 
through ; the lamp is always ready for action and 
is controlled entirely by the current, and as the 
negative carbon burns away but very slowly com- 
pared to the positive, the arc practically remains in 
one position. Messrs. Jackson and Co., of the 
Barbican, are the agents for the sale of these 


lamps. 


ON ELECTRIC LIGHTING. 


By Dr. JOHN HOPKINSON, F.R.S., M. Inst. M.E. 


(Continued from page 170.) 


PRELIMINARY to experiments on the current, deter- 
minations of resistances were made. The resistance 
of each brass coil was first determined, to afford the 
means of calculating the value of c in any subsequent 
experiment. -When the ten are coupled in parallel 
circuit, the calculated resistance was 0°29 ohm, whilst 
0.292 was obtained by direct measurement. The leading 
wire was then examined; the further ends being dis- 
connected, the insulation resistance was found to be 
over 60,000 ohms ; how much over it was immaterial to 
learn. When the ends of the cable were connected the 
resistance was found to be o'129 ohm. Theresistances 
in the machine were found to be as follows when cold : 


magnet coils 0‘156 and 0°152 respectively, armature coil | 


0324; total 0632. Direct examination was made of 
the whole machine in eight positions of the commutator, 
giving 0°643 ohm, with a maximum variation from the 
mean of 0'6 per cent. After running the machine for 


some time the resistance was found to be 0°683, an 
increase which would be accounted for by a rise of 
temperature of 12° C. or thereabouts. The resistance 
of the calorimeteris 0°20, without its leading wire, which 


| may be taken as o‘or. We have then in circuit three 


resistances which must be considered : (1) the resistance 
of the machine and leading wire, assumed throughout 
as 0°81, denoted by c,; (2) the resistance of the brass 
coils c, calculated from the several determinations, with 
the addition of the resistance of the leading wire o’o2, 
and denoted by c, ; (3) when present, the resistance of 
the calorimeter and leading wire denoted by c,. 

Two approximate corrections were employed, and 
should be detailed. The first is the correction for the 
considerable heating of the resistance coilsc. These 
were arranged in two sets of five each, five being in 
pes circuit, and the two sets in series. The current 
rom the machine, being about 7°4 Webers in each wire, 
was passed for three or four minutes; the circuit was 
then broken, and the resistance c, was determined 
within one second of breaking circuit, when. it was 
found to be about 5 per cent, greater than when cold. 
As the resistance was falling, the following was adopted 
as a rule of correction: square the current in a single 
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wire, and increase the resistance c, by -Lth per cent, 
for every unit in the square. The second correction is 
due to the fact that the calorimeter was losing heat al] 
the time it was being used. It was assumed that it 
loses 0'01° C. per minute for every 1° C. by which the 
temperature of the calorimeter exceeds that of the air ; 
this correction is of course based on the experiment 
already mentioned. | 

The method of calculation may now be explained :— 

R is the total resistance of the circuit, equal to 
Cyt lg 

Q is the current passing in Webers ; 

E the electromotive force round the circuit in Volts; 

w, the work per second converted into heat in the 
circuit, as determined by the galvanometer, 
measured in ergtens per second ; 

w, is the work per second as determined by the 
calorimeter ; 

w, is the work per second as determined by the 
dynamometer, less the power required to drive the 
machine when the circuit is open ; 

HP is the equivalent of w, in horse-power ; 

n is the number of revolutions per minute of the 


flowing, or the values of g in the table, and the ordi. 
nates the electromotive forces, orthe values of E reduced 
to a speed of 720 revolutions per minute. The curve 
may also be taken to represent the intensity of the 
magnetic field. It will be remarked that there is a 
point of inflection in the curve near the origin. The 
experiments 1 to 5 indicate that this is the true form of 
the curve, and it is confirmed in a remarkable manner 
by a special experiment. A resistance intermediate 
between sk and 4 was used in circuit, and E and Q 
were determined in two different ways: first, by start. 
ing with an open circuit, which was then closed; 
secondly, by starting with a portion of the resistance 
short-circuited, and a very powerful current passing, 
and then breaking the short circuit. It was found that 
E and Q were four times as great in the latter case as 
in the former. Unfortunately the numbers are not 
sufficiently accurate to be given, as the solutions of the 
standard battery had become mixed. | 
The curve really gives a great deal more information 
than appears at first sight. It will determine what 
current will flow at any given speed of rotation of the 
machine, and under any conditions of the circuit, 


armature. whether of resistances or of opposed electromotive 
«2 
90 _x'7 


30 | 7 
20 ff 
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Fic. 4. 
Then : forces. It will also give very approximate indications 
| Dit ae of the corresponding curve for other machines of the 
2 x D “ss same configuration, but in which the number of times 
Q= 8 D: es. the wire passes round the electromagnet or the arma- 
B= QR, ture is different. 
W, =. EQ, 


also W, = = multiplied by the mechanical equiva- 


lent of the heat generated per second in the calori- 
meter, 

: The accompanying table gives the results of the 
experiments. À power 0°21 -ergtens, or 0°28 horse- 
power, was required to drive the machine at 720 
revolutions on open circuit. An examination of the 
table shows that the efficiency of the machine is about 
90 per cent., exclusive of friction. Cc 
periments 11 and 13, and also the last four experiments, 
it is seen that the electromotive force is proportional to 
the speed of rotation within the errors of observation. 
Experiments 14, 15, and 16 were intended to ascertain 
the effect of displacing the commutator brushes. 

: The principal object of the experiments was to as- 
certain how the electromotive force depended on the 
current. This relation is represented by the curve of 
fig. 4,in which the abscissæ represent the currents 


Comparing ex- 


4 


It will be well to compare these results with those ob- 
tained by others. M. Mascart worked on a Gramme 
machine with comparatively low currents: he repre- 
sents his results approximately by the formula 
| Bam + dQ), 
where a and à are constants. This corresponds to the 
rapidly rising part of the curve of Fig. 4. . Mr. Trow- 
bridge with a Siemens machine obtained a maximum 
efficiency of 76 per cent., and states the machine was 
running below its normal velocity. Mr. Schwendler’s 
results when fully published, will probably be found to 
be the most complete and most accurate existing. In the 


| précis he states that the loss of power with a Siemens 


machine in producing currents of over 20 Webers is 12 


| percent. ‘Now taking the author’s experiments 4 to 10, 


the mean value of w, is 3°027'and of w, 3°304: add- 
ing to the latter o’21, the power required to drive the 
machine when no current passes, it appears that 138 
per cent. of the power applied is wasted. - Again, 


taking experiments 4, 6, 8, 10 and 12, the mean value 
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of w, is 2°888 and of w, 3076, indicating a waste of 
power amounting to 12 percent. Of this, as already 
stated, 0°28 horse-power is accounted for by friction of 
the. journals and commutator brush; the remainder 
is expended in local currents, or. by loss of kinetic 
energy of current when sparks occur at the commu- 
tator. . 

The author has not yet tried any quantitative ex- 
periments with the electric light, but hopes shortly to 
do so. In the meantime he would remark that, as the 


lamp is usually adjusted, only half the energy of the 
current appears in the arc, or 44 per cent. of the 
energy transmitted to the machine by the strap. 

In conclusion the author would express the obligation 
he is under to Messrs. Chance Brothers and Co. on’ 
account of the facilities he has enjoyed for making these 
experiments at their works. It may be mentioned that 
one principal object of the research of which this is a 
beginning is to obtain a minute knowledge. of the 
electric light, with a view to lighthouse illumination. 


TABLE I. 
No. of 
Position of 
4. 1°45 7°73 0°042 0‘056 
4. 4 1 169 1°140 112 159 
6. 3°205 | 248 79'5 1°972. 2158 | | 2°81 | 
7. 3°025 | 268 811 2°392 | 3°19 
8. 2°62 32°2 84'4 2°718 2°888 | 2°780 3°71 - 
9. 243 34'5 83'8 | | 4°49 
10. 22 37°! 84°6 3138 | 2°9003 | 3°538 | 4°72 
11. 2°08 42°0 87°4 : 1: 3°960 | 5°28 
12. 1345 | 64'0 861 5510 |5°349 | 5°777 | 7°70 | 654 | (Strap slipping.) 
13. 2°08 | 411 85'5 |... | 3790 | 5°05 | 698 
14. 207 | 36°0 74'5 on . | 2'852 | 3'80 696 | 13° extra lead of brush. 
15. 2°09 42°7 89°2 3°809 Sa 4233 | 5°64 | 708 8° | 
16. 2°09- | 872 3636 À: 713 less lead of brush 
17. 210, | 450  94'5 4'252 | 4810 | 6°41 759 5°+ than in original . 
18. 2°08 40°8 84°9 3°464 we | 4010 | 5°35. | 696 5°| position. . 
19. 2°06 35°! 72°3 2°538 |, SOS |. 586 5° 
| having led me to suppose that the celestial bodies are 
Corre apo ndence, charged positively, the only kind of electricity, perhaps, 


[We do not hold ourselves responsible for the opinions of our 
correspondents, ] ; | 


To the Editor of THE TELEGRAPHIC JOURNAL. 

S1r,—With reference to your leading article on ‘ The 
New Theory of Terrestrial Magnetism,” of. Professors 
Ayrton and Perry, in the number of your Journal for 
May ist, allow me to call attention to the views which 
I have published in a memoir on “ The Polar Auroras,” 
presented to the Academie des Sciences, and dated 
March 13th, 1876. 

After having endeavoured to prove that theaurora was 


due to a flow of positive electricity directed towards the ~ 


void of planetary space and not towards thesun, across 
the mists and frost clouds of the polar regions, I added :— 
_ “Whatever may be the origin of this polar electricity, 
it must be admitted that it comes from the equator and 
the tropical regions. But it might be objected that the 
electrified clouds would become discharged during their 
progress, and in effect we know that storms become 
more and more rare as we approach the poles. My 
former experiments, and others still unpublished,* 


* These experiments were published a short time after in a note 
which I have possess to the Academie, dated the roth April, 1876, 
and in which I considered equally the sun as having a c 
store of electricity. . This note concludes as follows :— 

Thus the sun does not create the electricity which it possesses,” 
any more than the heat and the light which are the transformation 
of it; i¢ zs a store which it has received from the nebulous ring of 
which it is only a particular brilliant, destined to disappear some 

y. This nebulous ring proceeds from another electric wave, and 
So on, up to the first cause, the creator of all force and of every move- 
ment. Regarded from this point of view, the incandescence of the 
solar globe, prolonged during a long series of ages, is itself only a 
Fy of short duration in the infinity of time and space.” (Comptes 

endus, vol, Ixxxii. p. 816, April, 1876.) : 


ge or 


which exists, I should be induced to regard the earth 
itself as charged with positive electricity which develo 
itself from the sun and seas by a process of simple 
emission, and spreading over the whole of its surface 
at the poles as at the equator, produces in the atmo- 
— very differentjeffects in consequence of the com- 
pletely opposite meteorological conditions of these 
regions.” 
1876. Philosophical Magazine, June, 1876.) 

n my complete memoir on the polar aurora, of 
which the Comptes Rendus has only given an extract, 
but the manuscript of which, in the archives of the 
Academie, presented and dated 13th March, 1876, can 
be consulted, and of which I have reproduced the chief 
points in my work, Recherches Sur I’ Electricite* (pages 
236 and 241), the following passage occurs :— 

“The parure electricity thus emanating from the 
terrestrial globe would not be, according to us, the 
result of a production or generation properly so called, 
produced by physical or chemical causes. J¢ would 
not be due to evaporation, nor to friction, nor to thermo- 
electric actions, but would proceed from an original 
charge or store of electricity, proper to the earth itself, 
transported by it, since the time of its formation, and 
which tended to dissipate itself, like the heat which it 
possesses, with extreme slowness, by reason ofits 
considerable mass, | 

“ This electricity, penetrating the atmosphere, would 
extend to the higher and more rarified strata 
of the air, which offer immense conducting spaces, 
and would spread itself over the planetary regions. 
The lower strata of air near the earth not being rari- 


* Paris : Fourneau, 18, Rue de la Sorbonne, 1879. 


(Comptes Rendus, vol. Ixxxii. p. 626, March, | 
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fied, we can understand that the positive electricity 
will be present only in minute quantities, and accumu- 
lated in the higher layers, Thus the increase of the 
quantity of positive electricity in proportion to the 
elevation of the locality can be explained. | 

* * 


‘The considerations which consequently arise, agree 
besides, up to a certain point with the hypothesis of 
Ampère, admitting the existence of an.electric current 
in a determined direction, enyeloping the globe and 
producing its magnetic action. 

“It may be added, in order to explain the emis- 
sion of the electricity in the atmosphere and, con- 
sequently, in space, that this should be a current of 
very high tension, not merely: maintained in a certain 
thickness of the earth’s crust as in a conductor.of a 
limited thickness, but spreading around the whole of 
the mass of the globe, by reason of its high tension.” 

Having already had occasion to appreciate the spirit 
of impartiality which exists in the editing of your 
journal (for you have spontaneously drawn attention 
in a preceding volume of your journal to the fact that 
I had first described under the name d’eclairs en chapelet 
a remarkable form of lightning of which some examples 
have been observed in England), I have ventured to 
hope that you would allow me to make in your columns 
the remarks which I have the honour to à r sn to you. 

_ Accept, sir, the assurance, etc., À 
| GASTON PLANTE. 


S1r,—It would be a satisfaction to many of your 
subscribers if you could inform them through the 
‘TELEGRAPHIC JOURNAL who has been selected to 
represent Great Britain at the forthcoming Interna- 
tional Telegraph Conference to be held in London in 
Le next. You would remove from the minds of 

nglish telegraphers the humiliating thought that they 
are behind other nations, if so be you can announce 
that this time our Government has not been obliged 
to send to Hanover for a man to represent England 
among the delegates of all nations. 

| Yours, etc., 
May 14th, 1879. ENQUIRER. 
[Your other suggestion has for some time been enter- 


tained by us, and may be realised in due time.— 
Ep. T. J.] 


THE DUPLEX SYSTEM ON CABLES. 
Sir,—I have read in your and other journals 
accounts of the lecture (which I had also the pleasure 
of hearing) recently delivered by Mr. Preece on the 


subject of Duplex Telegraphy before the Society of Arts. 


As it appears to me that an incorrect impression is 
likely to arise from certain statements of the lecturer, I 
beg to forward you for publication a copy of a letter I 
have sent to Mr. Preece, 

And remain, Sir, yours faithfully, 
J. MUIRHEAD, Junr. 
29, Regency Street, Westminster, S.W. May 28, 1870. 

‘ DEAR SIR,—I was much surprised to hear you say 
in your lecture on Monday evening before the Society 
of Arts that, although I ‘had duplexed some of the 
cables of the Eastern Telegraph Company in the 
Mediterranean and Red Sea on Mr. Stearns’ principle, 
Mr. Stearns had only recently succeeded in 
one of the Anglo-American Company’s Atlantic Cables.’ 

“The inferences naturally drawn from this state- 
ment are, first, that in duplexing the Mediterranean 
and Red Sea cables I had either infringed Mr. Stearns’ 

atents or used them with his consent. Secondly, that 
per not duplexed any one of the Atlantic cables, or 
any of the long cables east of the Red Sea. 

‘‘ Now it is within your knowledge that I absolutely 


‘ use upon upwards 


deny using any of Mr. Stearns’ patents, and that for 


| pee past I have challenged that gentleman to take 


egal steps to decide and enforce his claims, but he has 
not thought fit to accept the challenge, or take any 
action in the matter. | 

“ It is, I think, also known to you that besides duplex. 
ing several cables of the Eastern Telegraph Company 
in the Méditerranean and in the Red Sea, I have 
successfully duplexed the following long submarine 
cables : — 


“ Suez to Aden ... ..… 1,500 miles in 1876. 


“Aden to Bombay... 1,800 ,, 1877. 
“The United 
States Cable, being : 
the longest cable in 2,400 1 n 1878 
existence 
“Madras to Penang ... 1,300 » 4 1878. 


“ Altogether my — has been applied and was in 
of 10,000 miles of cable before Mr, 

Stearns had succeeded in his long protracted efforts to 

establish duplex on an Atlantic or other long line, 

“The method I adopt is distinctly described in m 
patents and has frequently been fully explained in the 
scientific and other journals, whereas, we are not yet 
informed of the means Mr. Stearns has recently 
employed to duplex one of the Atlantic cables; and it 
will be obvious to any disinterested electrician, who 
compares my specifications with those of Mr. Stearns, 
that I use no part of his inventions, as specified in his 
patents, but an apparatus, the novelty of which is not, 
and cannot be, disputed. 

‘“ You stated also in your lecture that Mr. Stearns 
had succeeded in obtaining twenty-five words per 
minute on the Anglo-American cable (1,800 miles), If 
you will be good enough to refer to the TELEGRAPHIC 
JourRNAL of May 15th, 1878, you will find it recorded 
that upon the Direct United States Cable (six hundred 
miles longer than the Anglo-American) I obtained a 
speed of twenty-five words per minute. Now our send- 
ing twenty-five words per minute on a cable 2,400 miles 
long is practically the same thing as sending about forty 
words per minuté on the shorter cable 1,800 miles long. 

“ I do not ask you to accept my unsupported state- 
ment as to the essential difference between mine and 
Mr. Stearns’ system. Sir William Thomson, Mr. 
Varley, Professor Jenkin, Mr. Latimer Clark, Professor 
Ayrton and others of the highest authority in the 
telegraphic world, have given their opinion that my 
method is quite distinct from what Mr. Stearns claims 
by his patents. 3 

“ Having regard to these well-known facts, I think I 
have some ground of complaint (as well on my own 
account as on that of my friends associated with me in 
the matter) in that you should have omitted to mention 
in your lecture upon the subject of duplex telegraphy 
the important work we had accomplished long before 
Mr. Stearns was able to duplex the only long cable he 
has ever been successful with, viz., the Anglo-American, 
and that you should have, in face of the high 
authorities I have cited to the contrary, stated as a fact 
that I had used Mr. Stearns’ inventions. 

‘1 trust you will do me the justice to read this 
communication at your next lecture, in order that some 
of the misapprehensions created on the last occasion 
may be removed. 

- “TI also request the favour of this letter being 
published with your lecture in the proceedings of the 
Society. 
“T am, dear Sir, yours faithfully, 
“J. MUIRHEAD, June. 
“ W. H. Preece, Esq., 


‘ General Post Office, E.C. 
“16 May, 1879.” 
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Tue Exectric Licgut.—Mr. George Livesey, C.E., 
engineer to the S. Metropolitan Gas Company, in 
his evidence before the 
stated that in his opinion the gas companies should not 
be allowed to undertake the business of electric light- 
ing as they did not possess the necessary plant, and 
because it would divert them from their proper busi- 
ness of supplying gas. This objection did not apply 
to. corporations supplying gas. As an engineer he 
admitted that the electric light was suitable as an illu- 
minating agent, and thought that facilities should be 
iven for its introduction. 

Mr. Farrar, of the Board of Trade, said the suc- 
cess of the light for lighthouses was assured, and we 
should soon have it at all the salient points of the 
coast, It is already established at the South Foreland, 
at Sutor Point between Newcastle and Shields, and at 
the Lizard. The fishermen on the north coast were 
overwhelmingly in favour of the light; the captain of 
the Ostend mail boat had complained that it was so 
dazzling he could not properly see before him. On 
that account it might be dangerous for vessels to use it 
at sea. The electric light in a lighthouse would cost 
tather more than double the outlay upon an oil lamp. 

Mr. LISTER, engineer in chief to the Mersey Docks 
and Harbour Board at Liverpool, said in their new 
‘dock works, the electric light was better than anything 
else; and that it would be of greater value to the port 
at Liverpool on the dockhead in order to allow large 
vessels to enter harbour by night. 

Mr. SAMUEL HUNTER, engineer of the Salford Cor- 
poration Gas Department, argued against private enter- 
prise being allowed to compete with corporations in 
electric lighting. | 

Mr. Deacon, borough engineer of Liverpool, refer- 
ting to Mr. Preece’s evidence to the effect that electric 
lighting conductors could not be laid beside telegraph 
wires under streets, said that the 1 wires were 
rarely laid on both sides of ‘a street, a that the elec- 
lighting wires could be-laid along the unoccupied 
side. 

SIR WILLIAM THOMSON was of opinion that the 
electric light should be placed as high as possible—say 
60 or 80 feet—for outdoor illumination. He anticipated 
a great future for it and its use in every case where a 
fixed light is required, whether in large or small rooms, 
and in lobbies or other places in private houses. He 
believed also that electricity would be largely used in 
future as a motive power. 


Tue Etectric LIGHT AND Vision.—Professor Cohn, 
of Breslau, finds that letters, spots, and colours, are 
better perceived through the medium of the electric 
light than by gas or daylight. The sensation of yellow 
was increased 60-fold compared to daylight, of red 
6-fold, and of green and blue 2-fold. He concludes 
that the electric light is to be preferred for distant 
Signals to any other. 


. Tue Evectric LIGHT ON THE EMBANKMENT.—A 
joint report was recently presented to the Metropolitan 
Board of Works by Sir Joseph Bazalgette, engineer, 
and Mr, Keates, consulting chemist, with reference to 
the lighting of the Thames Embankment by electricity. 
After giving details as to the motive power and other 
matters relating to the electric machines used, the 
report entered into a comparison of the cost of electric 
ight as compared with gas. In opal globes the electric 
ight was equal to 155 candles, and in frosted globes to 
265 candles. The cost of the electric light was 5°78d. 


arliamentary Committee,. 


per hour, and to produce a light equivalent in gas 
would cost in opal globes 2d. per hour, and in frosted 
globes 3’ sod. per hour. In conclusion, the report added : 
—‘ There can be no doubt that electric lighting has now 
established itself as a light which, under particular cir- 
cumstances of street lighting, or lighting of great 
interiors, railway stations, or similar places, will be 
used, but at present there are defects connected with it 
that must prevent its adoption as a general mode of 
lighting competing with gas. There is, in our opinion, 
no prospect at present of any such general competition,” 


THE illumination of Messrs. Crocker’s drapery estab- 


+ lishment by Jablochkoff’s candles has proved very © 


Satisfactory. A 20-light Gramme machine, driven by 
a Tangye’s horizontal high-pressure single cylinder 
steam engine of 16 horse-power, and 20 burners sus- 
pended from various parts of the room, complete the 
apparatus required. As the premises will not require 
to Le lit electrically during the summer months, every- 
thing will be packed and covered until next autumn, 
when Messrs. Crocker will be ready to use it a moment's 
notice. 


A contract between the Minister of Beaux Arts and 
the Societe Generale d’Electricite has been signed for 
lighting the ‘ Salon,” or annual Exhibition of Pictures, 
and also the whole of the Palais de I’Industrie. Two 
hundred and forty lights will be fitted up in that estab- 
lishment. This result is due to the success which has 
attended the lighting up by the Jablochkoff system of 
the “Ecole des Beaux Arts,” which is under the 
management of the same ministry, and where 24 
Jablochkoff candles are burning. 


Tue Lord Mayor will receive the délegates of the 
International Telegraph Conference and the members 
of the lebendational Literary Congress at dinner at the 
Mansion House on Thursday, June 12. Among the 
foreign guests expected are M. Victor Hugo, Senor 
Castelar, Senor Mandes-Léal, M. Jules Simon, M. 
Ivan Tourgueneff, M. Edmond About, Signor Macchi, 
Dr. Kalisch, besides a representative number of dis- 
tinguished English literary men. 


THE SPHYGMOPHONE.—While experimenting with 
the audiometer, it occurred to Dr. B. W. Richardson 
that he might get a secondary or telephonic sound 
from the movements of the pulse at the wrist. He 
effected this in a very simple manner, by adding a 
microphone to a Pond’s sphygmograph. He mounts 
on a slip of talc a thin plate of platinum and places the 
talc slip in the sphygmograph as if about to takea 
tracing of the pulse. He connects one terminal from a 
Leclanche’s cell to the slip of platinum on the talc, and 
the second terminal from the cell to a terminal of the 
telephone. Then he connects the other terminal of the 
telephone with the metal rod of the sphygmograph 
which supports the talc. The instrument is now ready 
for use. It is placed on the pulse, in the ordinary way, 
and is adjusted, with the writing needie thrown back, 
until a good pulsating movement of the needle is 
secured. When the movement is in full action, the 
needle is thrown over to touch the platinum plate, 
which it traverses with each pulse-movement, and 


completes the connexion between the telephone and 


the battery. The needle, in passing over the metallic 
plate, causes a distinct series of sounds from the 
telephone, which correspond with the movements of the 
pulse. When all is neatly adjusted, the sounds heard 


are three in number, one long sound and two short, 


corresponding to the systolic push, the arterial recoil, 
and the valvular check. The sounds are singular, as 
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resembling the two words, “bother it.” The sounds 
can be made very loud by increasing the battery 


power. This little instrument is not so good a recorder ~ 


of the pulse as the sphygmograph, but it may be made 
very useful in a class, for illustrating to a large number of 
students, at one time, the movements of the natural 
pulse, and the variations which occur in disease.. 


City Hotes. 


Old Broad Street, May 28th, 1879. 


BRAZILIAN SUBMARINE TELEGRAPH CoMPANY.—The | 


report of the directors of this Company for the half-year 
ended December 31st, 1878, states “The revenue for 
this period amounted to £65,096 15s. 11d. ; the work- 
ing expenses to £14,364 19s. 11d., leaving a balance of 
450,731 16s. od.; to this is added £5,675 11s. 3d. 
brought forward from the year ended goth June, 1878, 
making a total of £56,407 7s. 3d. After deducting 
Income Tax, £605 10s, 6d., there remains a balance of 
£55,801 16s. gd. First and second interim dividends 
amounting to £32,500 have been distributed, leaving 
the sum of £23,301 16s. od. to be carried forward. 
The directors have the pleasure to réport that the 
dispute with the Western and Brazilian . Telegraph 
Company as to the division of traffic receipts, which 
was referred to at the last general meeting, has been 
adjusted. The several sections of the Company’s 
cable continue in good working order.” In a table of 
receipts appended we find the total for 1875 amounted 
to £129,395, for 1876, £130,938, for 1877, £132,702, 
and for 1878, £134,616. The reserve fund is £172,516 
gs. 2d. At the meeting held on May 22nd at the 


Cannon Street Hotel, the Chairman (the Right Hon, 


Viscount Monek) in moving the adoption of the report 
said ‘‘ that with regard to the receipts there had been a 
net increase of £655 over that of the corresponding 
half of last year; while both in London and at the 
various stations of the Company there had been a 
decrease in the working expenses, The meeting was 
one at which they only laid a statement of the affairs of 
the Company on the table, and no other business had 
to be transacted.” Sir Thomas Fairbairn, Bart., seconded 
the motion, which was agreed to. The meeting termi- 
nated by a vote of thanks to the Chairman. 

_REuTER’s TELEGRAM Company.—The report of the 
directors for the year ended 31st December last states 


that the net profits for this period, after payment of — 


current charges and deducting rebate on unexpired 
subscription and bad debts, amount to £5,627, including 


| 


£205 brought forward from the last account. The 
usual interim dividend of 2} per cent. was paid in 
October last, and the directors now declare a further 
dividend of eight shillings per share, equal to 5 per 
cent., free of income tax, making a total distribution of 
7% per cent. for the year, and leaving a balance of £113 
to be carried forward. | 

EASTERN EXTENSION AUSTRALASIA AND CuINA 
TELEGRAPH CompaNy.—The directors are prepared 
to®receive subscriptions for £450,000 part of £640,000, 
in £100 debentures to be issued at par, my 5 per 
cent. interest. The debentures are primarily secured 
by a subsidy of 432,400 per annum granted by the 
Governments of New South Wales and Victoria, under 
a contract with the Company, dated May 6, 1879, while 
the general revenue of the Company is also liable for 
the payment of interest and principal pari passu, with. 
the Sebentures previously issued amounting altogether 
to £320,000, The debentures will be either “re. 
gistered ” or to “‘ bearer,” at the option of the alottee. 


The following are the latest quotations of. telegraphs :— 
Anglo-American, Limited, 553-564 ; Ditto, Preferred, 
85-86; Ditto, Deferred, 274-284; Black Sea, Limited, 
—; Brazilian Submarine, Limited, 6§-74 ; Cuba, Limited, 
84-83; Cuba, Limited, 10 per cent. Preference, 154-164 ; 
Direct Spanish, Limited, 14-23; Direct Spanish, 10 per 
cent, Preferehce, 103-11; Direct United States Cable, 
Limited, 1877, 10%-11#4; Eastern, Limited, 7$-71 ; Eastern, 
6 per cent. Debentures repayable October, 1883, 104-107; 
Eastern 5 per cent. Debentures repayable August, 1878, 
101-103; Eastern, 6 per cent. Preference, 114-12 ; Eastern 
Extension, Australasian and China Limited, 7§-7% ; Eastern 
Extension, 6 per cent. Debenture, repayable February, 1891, 
107-110; German Union Telegraph and Trust, 74-8; 
Globe Telegraph and Trust, Limited, 45-58 ; Globe, 6 
per cent. Preference, 10%-114; Great Northern, 8$-87; 
Indo-European, Limited, 20-21; Mediterranean Ex- 
tension, Limited, 24-3; Mediterranean Extension, 8 
per cent, Preference, 9-9}; Reuter’s, Limited 93-10} ; 
Submarine, 220-230; Submarine Scrip, 14-24; West 
Coastof America, Limited, 14-13; West India and Panama, 
Limited, 13-73 Ditto, 6 per cent. First Preference 
8-84 ; Ditto, ditto, Second Preference, 74-7%; Western 
and Brazilian, Limited, 3%-3%; Ditto, 6 per cent. 
Debentures “ A,” 95-99, Ditto, ditto, ditto, “ B,”’ 88-93; 
Western Union of U.S. 7 per cent., 1 Mortgage (Build- 
ing) Bonds, 112-115; Ditto, 6 per cent. Sterling Bonds, 
103-105; Telegraph Construction and Maintenance, 
Limited, 304-307; Ditto, 6 per cent. Bonds, 107-109; 
Ditto, Second Bonus Trust Certificates, 2§-24; India Rub- 
ber Co., 114-112; Ditto, 6 per cent. Debenture, 104-106. 


TRAFFIC RECEIPTS. 


ates ony | | 
April, 1879 w+ | 45,540 | 12,885 3000 | 803 | 15,180 | 37,846 21,060 16,299 me ase 10,195 | 4,225 10,526 5,183 
April, 1878 42,520 | 10,367 | 2,940 | 746 10,000 | 32,210 | 21,753 | 19,463 | … … 9543 | 2,125 | 9511: | 5319 
Increase... ... | 3,020 | 2,518 | 60 157 | 5,180 | 5,636 | | | 652 | 2,100 | I,OI5 | 
Decrease eee eee eee eee eee eee eee eee eee eee eee eee see 693 3,166 eee eee eee | eee | ve. 136 


Receipts for March of ‘‘The West Coast of America Company,” were £3,700 against £3,425 in the corresponding month of last years 


( The figures in this Table are as accurate as itis in our power to make them, but we do not guarantee their correctness.) 


| 
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EDWARD PATERSON, 
MANUFACTURING HLHCOTRICIAN, 
3, BEDFORD COURT, COVENT GARDEN. | 
STEAM WORES-GRAY’S INN ROAD. 
EXPERIMENTS IN ELECTRIC LIGHTING CARRIED OUT. 


PATERSON’S ELECTRIC LAMP & BATTERY, for experiments with the Electric Light, £5 5s. 
APPARATUS FOR SCIENCE SCHOOLS AND LECTURE PURPOSES. 


RUHMKORFF COILS AND VACUUM TUBES:—Purchasers of more than £2 value of these can see them tested 
before purchasing. | 


Telephones, Telephone Calls, Telephone Wires, Electric Bells, Indicators, and Pushes. 
| kg | | | à 
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SIEMENS’ & GRAMMES’ I S on Hire. 
PROFESSOR 8. P. THOMSON’S LANTERN SLIDE GALVANOMETER, 20s. | 
New Illustrated Catalogue of 60 pages, post free 6 stamps. | 


 ZANNI & BRIDGER, 
MAGNETIC AND ELECTRIC TELEGRAPH WORKS, 
1, JAMES STREET, OLD STREET, LONDON, EC. 


al Magneto-Electric Bell Pulls, entirely 
dispensing with the use of battery; very 
useful for Private Houses for ringing from 
House to Stable ; for Ships Cabin; also 
made larger to ring gongs for Mines, &c. 
Used with great success with the Telephone, 
Magneto and Electric Alphabetical 
| Dial Instrument. 


Patent Morse Instrument to work 
without Battery. 


Batteries and all kinds of Electric Bells, 
Buttons, Indicating Tablets, with the latest 

Improvements. 
CONSULTING ELECTRICIAN—G. ZANNI. 
Liberai Discount to Trade. 
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DESIGN AND WORK: 
AN ILLUSTRATED JOURNAL OF INVENTIONS, 
MANUFACTURES, SCIENCE & ART. 


Office: 41, Tavistock St., Covent Garden, London, W.C, 


This Journal is devoted to the Advancement of the 
Exact Sciences, to 
CHEMISTRY in the Class and the Laboratory, 
To the Use of 


TOOLS in the WORKSHOPS of AMATEUR and 
PROFESSIONAL WORKERS; 


AND MACHINERY OF EVERY DESCRIPTION. 
The Rew of Electro-Metallurgy ; 
THE MICROSCOPE AND 1TS ACCESSORIES ; 

, THE LATHE and its Uses; 


AMATEUR WATCH & CLOCK REPAIRING. 
Physical Science in General, 
With PHOTOGRAPHY, TELEPHONY, and PHONOGRAPHY. 


The Organ Join Harmonium, and other 
sical Instruments. 


British and Foreign Inventions, Science and Art. 
Electricity and Electrical Apparatus. 
ASTRONOMY AND ASTRONOMICAL INSTRUMENTS. 
Intercommunication between Readers on all Subjects of 
Genuine Interest, &c., &c. 


Weekly, 2d.; by post, 2$d. Monthly parts, od., en by | 


post, Is. Quarterly subscription, post free, 2s 


THE BIRKBECK BUILDING SOCIETY'S ANNUA 
RECEIPTS EXCEED FOUR MILLIONS. 


HOW TO PURCHASE A HOUSE. FOR Two 
GUINEAS PER MONTH, 


With Immediate Possession and no Rent to pay.—Apply at the 
Office of the BirkBecK BuILDING Society, 29 & 30, So Southameton 
Buildings, Lane. 


HOW TO PURCHASE A PLOT OF LAND FOR 


FIVE SHILLINGS PER MONTH, 


With Immediate Possession, either for Building or Gardening pur- 
—Apply at the Office of the BirksecKk Land 
IETY, 29 and 30, Southampton Buildings, Lane. 


HOW TO INVEST YOUR MONEY WITH 


SAFETY. 


pply at at qe. Office of the Birkseck BANK, c, 29 & 30, Southampton 
Bel Lane. Deposits recei at on rates of 

Current Accounts opened with Persons properly introduced, and 
Interest allowed off the minimum monthly balances. English and 


interest stated 


; except on ag bye. when the Bank 


ereon 
Offi 10 to 
a On Menda ondays the Bank is open until 9 o’clock 


closes at 2 o’clock. 
in the Evening.. 


| A Pamphlet, with full particulars, may be had on application, 


FRANCIS RAVENSCROFT, Manager. 


ELECTRICAL, SCIENTIFIC, AND PHOTO- 
GRAPHIC APPARATUS 


FOR AMATEURS AND THE TRADE. 
Electric Bells, Indicators, and Automatic Switches. 


Microphones from 1s. 6d. 
Indication Coils, Lamps and Batteries, Magnets, Wires, Carbons, 
Terminals, &c. Ege talogue, one stamp. 
Most Sensitive Dry Plates, Paper and Chemicals. Photographic 
. List free. Repairs se Alterations to Instruments. 


DALE & CRAMPTON, 


Manufacturing Electricians, 


4, LITTLE BRITAIN, LONDON, EC. 
PROF. HUGHES’ INDUCTION BALANCE. 


W. Groves is the Sole Authorised Maker of Prof. Hughes’ Induc- 
tion Balance and. all its Accessories, suitable for Metallurgical 
Analysis and Physical Researches. 


W. GROVES, 


Scientific & Telegraph Instrument Manufacturer, 


8, BOLSOVER STREET, PORTLAND PLACE, W. 


&c.: Complete 48 8s. 


DARTON’S 
AUTOMATIC ELECTRIC LAMP, 


FOR 
Lecture Purposes, Exhibitions, &c. 
WITH 
REFLECTOR AND ADJUSTMENT FOR 
BOTTOM CARBON. Price 55/- 


The same fitted in Lantern, with Apparatus for 
Showing the Spectra of Metals on a Screen to a Class. 


| The whole packed in Case with Boxes containing 


Metals, Platinum, Pliers, Bisulphide of Carbon, Prism, 


INVENTIONS iS WORKED ‘OUT. 


All kinds of Electrical Apoarains paratus and Materials supplied 
to the Trade at lowest prices, 
Price List of Electrical Bells and Trade Terms on 
Application. 


F. DARTON & Co. 


(Agents to the Science and Art Department), 


45, ST. JOHN ST... WEST SMITHFIELD. 


“NATURE” for MARCH 20th, 1879. 


CONTENTS. 


ROYAL AGRICULTURAL COLLEGE, CTRENCESTER. 
PROFESSOR HUXLEY'S HUME. By Prof. ]. VEITCH. 
SACHS’S VENEZUELA. 


Our BOOK SHELF*— 
Bain's ‘‘ Education as a Science.” 
Davis's ‘‘ Life in Asiatic Turkey.” 


LETTERS TO THE EDITOR. 


ON THE POSSIBILITY OF EXPLAINING THE CONTINUANCE | 


OF LIFE IN THE UNIVERSE CONSISTENT WITH THE 
TENDENCY TO TEMPERATURE-EQUILIBRIUM. By 
S. TOLVER PRESTON. 


FRITZ MULLER ON A FROG HAVING EGGS ON 1TS BACK.— 
ON THE ABORTION OF THE HAIRS ON THE LEGS 
OF CERTAIN CADDIS-FLIES, &c. By CHARLES 


DARWIN, F.R.S., and Fritz MULLER. 
Illustrations. ) 


(With 
A STUDY IN Locomotion, II. By Prof, MAREY. (With 
Lllustrations. ) 


GEOLOGY OF NATAL AND ZULULAND. By CHARLES E. 
DE RANCE. 
OUR ASTRONOMICAL COLUMN :— 
Prizes of the Paris Academy. 
Faye's Comet. 
GEOGRAPHICAL NOTES. 
EDISON's TELEPHONE. 
NOTES. 
THE PARIS ACADEMY PRIZES. 
UNIVERSITY AND EDUCATIONAL INTELLIGENCE. 
SCIENTIFIC SERIALS. 
SOCIETIES AND ACADEMIES. 


OFFICE: 


29, BEDFORD STREET, STRAND. Price vtt 
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HENRY WIGGIN COMPANY. 


(Late EVANS &, ASKIN,) 


COBALT AND NICKEL REFINERS AND GERMAN SILVER MANUFACTURERS, 
BIRMINGHA™M. 


Anodes supplied for Nickel Plating, of any shape or dimensions. 
Price according to size. 


ENTLEMEN desirous of having ‘“ THE TELEGRAPHIC JOURNAL” forwarded to them regularly can 
have it sent by filling up this form and returning it to the Publishers, 10, PATERNOSTER Row, Lonpon, E.C. 


Please supply “ The Telegraphic Journal” for the year 187 , for which I inclose Post Office 
Order for = | 
ame 


Address 


Date 


Subscription : Post Free in Britain, nine shillings and fourpence ; to countries in Postal Union, ten shillings 
and fourpence. P.O, Orders to be made payable to HAUGHTON & CO., at the Chief Office. 


New York: D. VAN NosTRAND, 23, Murray Street, and 27, Warren Street. PARIS : M. BREGUET, 39, = de 
l’Horloge ; Madame VEUVE J. BOYVEAU, Librairie Etrangère, 22, Rue de la Banque. 
BERLIN : A. ASHER & Co., 5, Unter den Linden. 


THE SCIOPTICON. 


An improved form of Magic Lantern, burning paraffin oil, and giving a powerful light up to an 8 or 10 feet disc. 


Tue Sciopricon was the first of these lanterns introduced, and still holds its pas he best a host of 
mitations. 


The principle of the light is two parallel flames placed edgewise to the condenser. 
Always ready—a few seconds only required to put in operation, 


The Improved Sciopticon is the only Lantern in the market constructed 
: @ scientific principles. It is arranged so that the whole of the light from the 
condensers passes through the front lenses, the focussing being done with the 
slide; thus giving a greatly increased light on the screen and much better 
definition. Price £6 6s. 


. Catalogue of Sciopticons and Appliances. 

SCIOPTICON MANUAL OF INSTRUCTIONS == 
AND EXPERIMENTS. 15 Stamps. 
Fourth Edition in the Press, 


WOODBURY LANTERN SLIDES. 


Superior to all other photographic siides, being permanent pigment photographs, 

and printed in transparent colours, every gradation of shadow is brought out on 

the screen, Their warm tone also contrasts most favourably with the cold 
photographic colour. 


‘THE SCEN OGRAPH. 


A very light and portable Tourist’s Folding Pocket Camera. By the New Dry Née, Chemicals. 
are left at home, and the Sensitive Plates developed at leisure. No previous knowledge necessary. 


No. 1. For Pictures 43 x 34, with lens stand and can 


35/- 
No. 2. For Stereoscopes or Cabinets és sas 50/- 
No. 3. For Pictures, 7 x 5 ” se 50/- 


Well adapted for use of Engineers, &c., for taking photographs of habia or progress of works. 
Manual of Instruction (with Photo) seven stamps. 


SCIOPTICON COMPANY, 
157, GREAT PORTLAND STREET, LONDON, W. _ 
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JV. SADLER, 


_ INVENTOR OF THE . 


‘UPRIGHT MAGNETIC MACHINE, 
| a universally used by the Medical Profession, 


and Pneumatic Apparatus. 
Electric Bells and Indicators of every description. 


For Hotels, Warehouses, Manufactpries, Mines, and Domestic and General Use. 
BIRMINGHAM. 


DAVIS & TIMMINS, 
SCREW MANUFACTURERS. 


19, 


Binders, Terminals, Connectors, Clamps, &c., Kept in Stock. 


_ BOWLING GREEN LANE, FARRINGDON ROAD, E.C. 
ELECTRIC. “HOUSE BELLS. 
FIRE ALARMS. | 
WOOD & CHINA 


BURGLAR DETECTORS. 
Electric Bells on the best system from 8s. 6d. each 
CONSTANT BATTERIES. 


INDICATORS .with Improved Mechanism. 

PUSH BUTTONS. INSULATED WIRE 
HOUSES & MANSIONS FITTED. | ESTIMATES GIVEN. 
ILLUSTRATED CATALOGUES with Diagrams, enabling everyone to fix their own Bells, Post free. 

RUGBY, May, +878. 


TESTIMONIAL. 
Double Line Wire 


** MESSRS. ARCHBUTT, 
‘‘ Your Electric Burglar Detectors fitted in my house last month have already proved efficient.” 
PROFESSOR HUGHES’ MICROPHONE, price complete, with 3 Cell Battery and Metilioih 13s. 
Magnets of all descriptions. Silk covered Wire. Binding Screws, 3s. per dozen. 
Is; 6d. per dozen yards. Silk Cord. Switches, &c., &c. Telephone Signal Transmitters, Ios, 64. each. 
The Tourist’s Friend :—A PEDOMETER, registering distance walked, price 16s., post free in Great 
Britain and Ireland. 


& 


8, STREET, WESTMINSTER, S.W. 


FACING THE HOUSES OF PARLIAMENT. 


PHOTOGRAPHY. 


(RAPID DRY PROCESS). 


Previous Knowledge not necessary. 
No Chemicals required in the field, Tourists’ Pocket Camera and Slides, 
Lens, Patent Folding Stand, Chemical Laboratory, 


for Plates 4% by ‘33. 
and. 
: Price Complete, £8 8s. 


TRE SAME SET FOR PICTURES 5 x 4, £9 Qs, 


Practical Instruction Free. 
Sensitive Plates 2s.6d. per doz, 


WRATTEN & WAINWRIGHT, 


38, GREAT QUEEN ST, LONG ACRE, W.C 
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SOME OF THE ADVANTAGES OF ‘THIS 


‘ROBEY & Co. Engineers, Lincoln, England; 


F - 
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CHICELET’ 8 PATENT). 


| | Wholesale Retail Agents, | 
M JACKSON & CO. 
(J. Orme & H. M. Capner), 
= ae + hi | These Telephones are acknowledged to be perfect for practica 
=> s use in connecting offices, mines, &c, They are now in use upot 


many lines, and are never known to fail. 


Price Lists of every description of SCIENTIFIC ArrARA 
and CHEMICALS, post free for three stamps each, 


Enclose Business Card 7 Trade Terms, 


£2 10s. per pair. 


6S, BA RBICAN, LON DON, 


THE “TELEGRAPHIC JOURNAL, 
10, PATHRNOSTER ROW. 


PUBLISHED ON THE ist AND BACH 


= 


The of per insertion for Advertisements in this Journal is as 


£s. d, 


Terms For a series according to contract, i 


Employees requiring Situations and Employers having Vacandies may Advertise 
Three Lines in Single Column without charge, — 


Fe orders to be. made payable to Haucuton AND Go., at the Chief: Office. 


PARIS, 1878. 


| 
ROBEY & Co.’s 


ENGINE ARE:— 
Greatest Regularaity and 


RIC LIGHT ENGINES 
-: Ate Fitted with their | 
& Patent High ‘Speed Governor, 


steadiness in Working. 


No expensive Foundations, Brick 
separate Boiler House being -required. | 


ving of Time and Expense in Fixing. 


Hase, Safety, and Economy in Working. 


Small First Cost. 
Great Economy in Fuel. 


rin progress. Photographs, full Partioulars and Prices én. application” 


LONDON OFFICE, 117, CANNON STREET, EC, 
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27, GREAT GEORGE STREET, WESTMINSTER, S.We 


C ntractors for “the ge and. Complete Equipment of Lines of 
‘Telegraph, and for the Supply of Telegraph Stores. 


ANUPACTURERS OF IRON POLES AND TELEGRAPH WIRE. 


ALSO OF EVERY DESCRIPTION OF, 
TELEGRAPH INSTRUMENTS. AND APPARATUS. 


ae M. WARDEN, of the late Firm of Warden, Muirhead and Clark. 


JOURNAL AND ELECTRICAL 


bound in cloth, gilt, Vols. I., LIL, V:, and Vi. 06 Nearly all the back numbers may be had 
through any Bookseller, or of the Publishers. Subscribers’ numbers bound in-black cloth, gilt, 2s. 6d. Binding Cases, 28. 


'HAUGHTON & 00 10, PATERNOSTER B.O. 


ABER GUTTA-PERCHA, AND TELEGRAPH 
COMPANY, ‘LIMITED, 


Offices : 106 & 100, CANN ON ST, LONDON, E.C. 
Works: Silvertown, Essex ; Persan Beaumont, France. 


TELEGRAPH ENGINEERS AND MANUFACTURERS OF 


CABLES. Submarine, Subterranean, and Aërial. 
RB .—India-Rubber and Gutta-Percha covered in all 


4 1 STRUMENTS.—': Morse” Inkers, Single Needle, “Wheatstone’s Alphabetical, Preece's & Walker's system à 
Semaphore ‘‘ Block” Bells, Coils, Sir W. Themson’s and other 


| ‘Galwanometers, Condensers, Testing Instruments, &c. 


Bs PTERIES. —sOLE MANUFACTURERS FOR GREAT BRITAIN, IRELAND, AND THE 
= COLONIES OF THE CELEBRATED LECLANCHE BATTERY, which has 
received the most favourable reports from page tre Engineers, and is in Fsed use on English 
and Continental Railways. As a Battery for all Telegraphic it is undoubtedly RE 
All other kinds of Batteries also manufactured. Ebonite C Carbon Plates, & 


“#4 The Leclanché MEDICAL Battery ts the best Medical Battery of the day. 
NSULAT ORS .—Ebonite, Porcelain, Brownware, &C. % 
TE MANUrACTURERS OF THE MOST IMPROVED APPARÂTUS FOR RAILWAY BLOCK-SIGNALLING. 
| SEMAPHORE REPEA TERS “#1]GHT'’ INDICATORS, AND WALKER'S “PASSENGER AND 


“TORPEDO APPARATUS. 


d Manufacturers of a Complete System of Torpedoes for Harbour and Coast Defence, and 
re SILVERTOWN PATENT FIRING BATTERY, 


res a À Constant Battery for Mining and Blasting Purposes | 
| conmacs ENTERED INTO for the SUPPLY, CONSTRUCT ION, and MAINTENANCE, of TELEGRAPH LINES. 
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: THE NDIA-R UBBER, GUTTA-PERCHA, & TELEGRAPH WORKS COMPANY (Limited) « are Porn 
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